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Above—Celotex V. seal Sheathing being applied 
to the Calhoun Home 


Below—Architects and builders approved Celotex 
Safety Sealed Construction as illustrated below 


Celotex Triple 
Seaied Asphalt poor SEALED 
Shingles seal the 

> 
against the ele- 
ments. And 1-inch eS 
Celotex Vapor-seal | 
ceilings seals it SEALED 
against excess sum- 
mer heat, winter ws 
por condensation. 4 
Celotex Vapor-seal TA 
Sheathing outside INNER WALL 
Vapor-seal Lath in- 
side, with “breath- 
ing space” between, see) 


top of your house 
Lath intop-floor CEILING 
fuel waste and va- 
the framework and 
give strong, wind- 


tight, fuel-saving 
side walls, correctly 
vapor-sealed.... 
providing guaran- 
teed protection at 
low cost! 


STRUCTURAL STRENGTH 
EFFICIENT INSULATION 
EFFECTIVE VAPOR BARRIER 


- re 





ALL IN ONE MATERIAL 


| yesh OWNER, these days, wants his 
home to be (1) structurally strong, 
(2) efficiently insulated, and (3) pro- 
vided with an effective vapor barrier. 
Now you can meet all three of these im- 
portant requirements with little or no 
price penalty—by using Celotex Vapor- 
seal Sheathing in place of ordinary 
sheathing. 

Celotex Vapor-seal Sheathing builds 
tighter, stronger, insulated outer walls 
with a vapor-resisting coating on the 
surface of the insulation. The “breathing 
space” within the wall is retained. 

Celotex Vapor-seal Lath, used in place 
of other lath, provides an excellent plaster 


Sim, - ing 


Architect: Walter H. Smith, Cleveland 


base, a scientifically correct vapor bat- 
rier on the warm side of the wall, and 
thermal insulation of proved efficiency: 

By using these triple-duty products to- 
gether, you provide complete protection at 
a real saving in cost. We recommend 
25/32” Celotex Vapor-seal Sheathing 
and half-inch Celotex Vapor-seal Lath 
on outer walls, with one-inch Vapor- 
seal Lath on top-floor ceilings. Both 
materials are permanently protected 
against termites and dry rot by the ex- 
clusive, patented Ferox Process, and 
both are guaranteed in writing for the 
life of the building.* Write today for 
specifications! 


*This guarantee, when issued, applies only within Continental United States 4 
The word Celotex is a brand name identifying a group of products marketed by The Celotex Corporation 


THE CELOTEX CORPORATION 


©® 919 N. MICHIGAN AVENUE @ 


BRAND——INSULATING CANE BOARD 
REG. U. S. PAT. OFF, 


VAPOR-SEAL INSULATING SHEATHING 
VAPOR-SEAL INSULATING LATH 





CHICAGO, ILLINOIS . 
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HOUSES 


JURY REPORT AGA COMPETITION 


an analysis BY THE FORUM’S Editors 


FORUM OF EVENTS 


Prize-winning designs for the new Post Office, Court House and 
Custom House Building for the city of Evansville, Indiana. 


PRODUCTS & PRACTICE 


Back Siphonage, its cause and cure; sanitary engineering meets 
and surmounts an unexpected difficulty ... new rules for safe 
plumbing. 
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WAR and 
BUILDING 


REVIEW & PREVIEW 


“ 


Price today $18,000—next Sunday 
$19,000." Thus did famed Long Island 
builder, Levitt & Sons, interpret the im- 
mediate significance of World War II to 
home buyers exactly fourteen days after 
Britain’s declaration. And, scarcely before 
the Chamberlain broadcast had faded from 
the air, straight across the U. S. men made 
a bee line for old newspapers files and 
magazines to refresh their memories of 
Building’s behavior when 25 years ago 
Germany had once before put the whole 
world under arms. What these files dis- 
closed is shown in the chart above. 
Whether these lines offer any parallel for 
today and tomorrow is quite another mat- 
ter. A few comparisons will serve to un- 
derline the basic differences and the basic 
assumptions from which opinion can be 
formed. 


Building in World War I. Contrary to gen- 
eral conceptions, Building did not go into 
a tailspin during the 1914-18 period. In 
fact, the level of total construction in the 
armistice year of 1918 was 55 per cent 
higher than in 1914. And, this advance 
in total construction took place despite 
the facts 1) that, as will be shown below, 
the economic background behind Building 
in 1914 was far from healthy, and 2) that 
residential construction was 29 per cent 
lower at the end of the war period. 
Plotted on the accompanying chart are 
expenditures for new private residential 
construction in all U. S. non-farm areas 
and for total construction. It will be noted 
that the generally downward course of 
1915-18 cannot be 
blamed solely on the war. It was already 


home building in 


on the way down when war was declared. 
Thus, home building began tapering off 
in 1913, continued downward through 
1915. Then it again worked up until the 
U.S. entered the war in 1917. However, 
it was not the operation of any natural 
economic laws that forced residential con- 
struction down in that year; it was the 
establishment of priority orders for various 
essential materials by the War Industries 
Board. Building that was not necessary 
to national defense was discouraged; pri- 
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RESIDENTIAL 


Building trends behind World Wars | and II. Salient facts: total building fell off at war declaration 






in 1914, then increased prior to and during U. S. participation; residential building started down 
in 1913, continued down throughout war. Salient differences: unlike pre-1914 period, recent con- 
struction activity—particularly residential—has sagged to subnormal levels, is now recovering 
sharply in an effort to eliminate the accumulated deficit. For explanation see footnote No. 9, page 4. 


vate home building was curtailed, but the 
decreased activity was more than offset 
by increased expenditures for industrial 
construction. 


Backgrounds for Building—i914 & 1939. The 


accompanying chart also highlights one of 
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the important differences between Build 
ing’s economic background in World War 
I and today. During the eig!t years prior 
to 1914 Home Building had been averag 
ing about 480,000 dwelling units per year 
at an annual expenditure in the neighbor- 
hood of $1 billion. Even before war came 
it had oversupplied its mar'xet; production 
slackened; rents started down; the rate of 
foreclosure started up. Today, after several 
Depression years of subnormal building 
when annual home production hit levels 
as low as 62,000 dwelling units ($271,800, 
000 in expenditures) , the U 
cumulated housing deficit est-mated at 
2,000,000 dwelling units. The market is far 
from supplied; construction of all kinds is 
on the upswing; the trend of rents is 


. S. has an ac- 


steady; the foreclosure rate is decreas- 
ing. 

Other important differences between 
1914 and 1939 lie further back in Building’s 
economic background: 
> In 1914 general economic conditions 
were fairly stable; supply was in balance 
with demand; industrial production ca- 
pacity (much smaller than today’s) was 
in full use. Result: war orders strained the 
capacities of heavy industries; new factory 
construction and expansion boomed; prices 
went up considerably; an acute = la»or 
shortage developed; workers in one In- 
dustry were enticed by higher wages to 


another; general economic conditions ct 
sorely disturbed. Today, the heavy 'n- 
dustries have much larger capacities, [he 
full extent of which has not been employed 
in many years; there is much room for wat 


orders (many an industrial plant is reacly 
adaptable to the production of war | \ 
terials and equipment) ; and, while there 1s 
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Again, 101 houses. Four years ago THE FORUM issued its first small- 
house number for the skeptical inspection of depression-weary readers. 
To some it was news that there were 101 new houses worthy of pub- 
lication. To all it signalized the new importance of the small house 
as an architectural problem. In the four years just passed this impor- 
tance has not diminished, and the yearly total of dwellings built has 
steadily increased. The architect, moreover, is today an integral part 
of the small-house picture. 

What, meanwhile, has happened to the house? Not the technical revolu- 
tion predicted by the enthusiasts of the early Thirties. But to the care- 
ful reader it will be apparent that fundamental changes are quietly tak- 
ing place. The best features of the open plan have become common 
practice. The rear garage, with its waste of garden space, has virtually 
disappeared. Windows are bigger and better, and they point in the 
proper direction with increasing frequency. The downstairs study-bed- 
room-guest room is a commonplace feature; in the 1935 issue it appeared 
but twice. Plans which take advantage of unusual site conditions are 
the rule rather than the exception. 

It is also evident that the modern house is no longer a rarity. Even 
more striking is the tendency of modern and traditional types to merge: 
the traditional house displaying a healthy indifference to precedent, 
frankly borrowing the best selling points of modern. The modern house, 
on the other hand, is quite as frankly discarding unpalatable features 
and looks “back” for warmth, color and texture. 

If any significant fact emerges from this comparison it is this: the 
synthesis of old and new that is apparent in recent designs is rapidly 
producing a hybrid, neither “modernistic” nor “colonial,” but better 
that either. And as the 1930’s draw to a close, it seems increasingly 
probable that the new house developed during this period may well 


be rated as one major accomplishment of a troubled decade. 
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}. HOUSE FOR MORELAND GRIFFITH SMITH monrcomery, axa. 




























































































































































Robert W. Tebbs Photos 


The architect comments: “The house is by restric- 
tion 110 feet from the road. Because this distance 
gives privacy, and because east is the most desirable 
exposure, the living rooms are at the front. The porch 
on the southeast is mostly shady in summer and 
partly sunny all winter. Prevailing winds make south- 


west the best exposure for the bedrooms. 


“In the South it is customary to have a servant who 


does not sleep on the place. Hence there is only a 
servant’s toilet, located in the boiler room near the 
kitchen. The entrance hall was omitted to save money 
and because it is unnecessary in this climate.” Cubage: 
$3,834. Cost: $12,500. 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls—brick, concrete footings. Cellar 
floor—concrete. Waterproofing—Truscon Laboratories. 
STRUCTURE: Exterior walls—cypress siding, Corrucrepe 
Duplex building paper, Paper Service Co., pine sheathing, 
studs, lath and plaster. 

ROOF: Covered with metal shingles, Tennessee Coal, Iron 
& Railway Co. 

CHIMNEY: Brick, terra cotta lining, U §. Dickey Clay 
Products Co. Dampers—Majestic Co. 

SHEET METAL WORK: Flashing—Tennessee Coal, Iron 
& Railway Co. Gutters and leaders—Armco, American 
Rolling Mill Co. 

INSULATION: Outside walls and attic floor—4 in. rock 
wool, Ruberoid Co. Weatherstripping—Protex Co. 
WINDOWS: Sash—casement, Mesker Bros. Co. Glass 
tlocks—Pittsburgh-Corning Corp. 

FLOOR COVERINGS: Main rooms—oak. Kitchen—lino- 
leum over pine. Bathrooms—tile, National Tile Co. 
WALL COVERINGS: Living room (part of) and bed- 
rooms—wallpaper, Imperial Paper & Color Co. 
WOODWORK: Trim—Milcor Steel Co. Interior doors— 
Paine Lumber Co., Ltd. Exterior doors—special, cypress. 
Garage doors—Overhead Door Corp. 

HARDWARE: By P. & F. Corbin. 

PAINTING: All paints by Sargent Paint Co. 
ELECTRICAL INSTALLATION: Switches—tumbler, 
Bryant Electric Co. Fixtures—Lightolier Co. and Noveity 
Lighting Corp. 

KITCHEN EQUIPMENT: Range and refrigerator—Hot 
Point, Edison-General Electric Appliance Co. Sink—Koh- 
ler Co. 

BATHROOM EQUIPMENT: All fixtures by Kohler Co. 
Cabinet—F. H. Lawson Co. 

PLUMBING: Soil pipes—cast iron. Hot and cold water 
pipes—Streamline, Mueller Brass Co. 

HEATING: Hot water system. Boiler, radiators and hot 
water heater—American Radiator Co. Coal stoker—liron 
Fireman Co. Valves, reguliators—H. A. Thrush Mfg. Co. 
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Consistently carried out in an appro- 
priate setting, as in this example, the 
small New England house-style is 
one of the most satisfying of tradi- 
tional forms. Its successful applica- 
tion, however, calls for some famil- 
iarity with the prototype and a feeling 
for detail if one is to avoid the cus- 
tomary excesses of subdivision Colo- 
nial. No comparable standardization 


is evident in the plan, however, 


where the client’s special requirements 


were given a non-traditional solution. 
Cubage: 30,372. Cost: $10,685. 
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2. HOUSE FOR DWIGHT H. THOMAS, NORTH ATTLEBORO, MAssg. 


re 


Haskell Photos 





ROY AL BARRY WILLS, 


Ee ee ee 


ARCHITECT 











CONSTRUCTION OUTLINE 


AA TT ARERR A kG OR ES ET 
STRUCTURE: Exterior walis—(front) 6 in. 
white pine clapboards; remainder—cedar 
shingles, Bird & Son building paper, alumi- 
num foil rock tath, spruce studs, matched 
fir boarding and gypsum plaster. 

ROOF: Covered with cedar shingles. 
CHIMNEY: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing—copper. 
Gutters—pine. Leaders—Toncan metal, Re- 
public Steel Corp. 

INSULATION: Outside walls—aluminum foil 
rock lath. Ground and attic floor—2 _ in. 
Gimco, General Insulating & Mfg. Co. 
Weatherstripping—metal, interlocking. 
WINDOWS: Sash—double hung, clear pine, 
Brockway Smith. Glass—single strength, 
quality B. 

STAIRS: Treads—oak. Risers and stringers 
—pine. 

FLOOR COVERINGS: Living room and bed-’ 
rooms—oak. Halls and  kitchen—linoleum 
over fir. Bathrooms—ceramic tile. 

WALL COVERINGS: Main rooms—wall- 
paper. Kitchen—plaster. Bathrooms—tile and 
wallpaper. 

WOODWORK: Trim—pine. Doors—Brock- 
way Smith. 

HARDWARE: By W. C. Vaughan. 
PAINTING: Ceilings—Sunflex, National Gyp- 
sum Co. Exterior walls—Samuel Cabot, Inc. 
Remainder—Carpenter-Morton Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Arrow, Hart & Hege- 
man Electric Co. 

KITCHEN EQUIPMENT: Range—Glenwood 
Range Co. Refrigerator—Frigidaire Corp. 
Sink—Standard Sanitary Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinets—cCol- 
umbia Metal Box Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—Chase Brass & Copper Co. 
HEATING: Steam system. Boiler—Richard- 
son-Boynton Co. Thermostat—Minneapolis- 
Honeywell Regulator Co. 














































































































3. HOUSE FOR MRS. FRANK C. BEETSON FLintrince, CAL. 


MARSTON AND MAYBUR) 
ARCHITEC T's 


This house, uncommonly large for a one- 
bedroom scheme, is treated in the char- 
acteristic California manner. If the plan 
appears somewhat complicated, it would 
seem to be due to the necessity of fitting 
the rooms together on a thickly wooded 
site. Little provision has been made for 
dining; sleeping quarters, on the other 
hand, are large and elaborately fitted out, 
Cost: $8,000. 


CONSTRUCTION OUTLINE 





FOUNDATION: Walls and cellar floor—con- 
crete. 

STRUCTURE: Exterior walls—Douglas fir 
studs, 15 Ib. felt, nailing strips, split shakes, 
brick veneer. Interior partitions—U. S. Gyp- 
sum Co. plaster over plaster board lath. 
Floor construction—wood joists, finished 
flooring. 

ROOF: Covered with Perfection cedar shin- 
gles. 

CHIMNEY: Reenforced brick. Damper—Rich.- 
ardson & Boynton Co. 

SHEET METAL WORK: Armco 24 gauge 
iron throughout, American Rolling Mill Co. 
INSULATION: Roof—Eliot Dagget Co. 
WINDOWS: Sash—double hung, Andersen 
Corp.; Cord—Silver Lake Co. Glass—single 
strength, quality B, Libbey-Owens-Ford 
Glass Co. 

FLOOR COVERINGS: Main rooms—carpet. 
Kitchen — linoleum. Bathrooms — Duralite, 
Duralite Products Co. 

WALL COVERINGS: All rooms—wallpaper. 
WOODWORK: Garage doors—Wread Over- 
head Door Co. 

HARDWARE: By Russell & Erwin Mfg. Co. 
PAINTING: Paints by Matthews Paint Co. 
ELECTRICAL INSTALLATION: Wiring 
system and switches—General Electric Co. 
KITCHEN EQUIPMENT: Refrigerator— 
Sears Roebuck & Co. Sink—Crane Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Seat—cC. F. 
Church Mfg. Co. 

PLUMBING: Soil pipe—cast iron. Vent and 
hot and cold water pipes—galvanized iron. 
Septic tank—Hygiene Products Co. 
HEAT!NG: Warm air gravity system. Kitch- 
en fan—Trade Wind Motor Sales Co. 
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Hedrich-Blessing Photos 





4. HOUSE FOR FELIX SIMON nicHLanp park, ILL. JAMEs F. EPPENSTEIN, 


ARCHITECT 


The architect comments: “The house was 
designed for a couple whose principal 
hobby is gardening. For this reason it was 
designed so that all principal rooms open 
onto the garden. These factors also dic- 
tated the desirability of a one-story house 
with its attendant ease of communication. 
Only the maid’s room is located on the 
second floor.” Cost: $16,000. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—cedar siding, 
Insulite Co. sheathing, wood studs, metal lath 
and U. S. Gypsum Co. plaster. 

ROOF: Wood joists and sheathing covered 
with Kolonite shingles, Weyerhaeuser Sales 
Co. 

CHIMNEY: Damper—Colonial Fireplace Co. 
SHEET METAL WORK: Armco iron 
throughout, American Rolling Mill Co. 
INSULATION: Outside wallis—insulite 
sheathing and lath, Insulite Co. Attic floor— 
4 in. Red Top wool, U. S. Gypsum Co. 
Weather-stripping—bronze. 

WINDOWS: Sash—white pine. Glass—double 
strength, quality A, Libbey-Owens-Ford 
Glass Co. Screens—white pine frame, bronze 
mesh, 

FLOOR COVERINGS: Main rooms—carpet, 
Bigelow-Sanford Carpet Co. Kitchen—lino- 
leum. Bathrooms—tile, Cambridge Tile Co. 
WALL COVERINGS: Bedrooms and halis— 
wallpaper, W. H. S. Lloyd Co. 
HARDWARE: By Yale & Towne Mfg. Co. 
PAINTING: All paints by Pratt & Lambert. 
ELECTRICAL INSTALLATION: Switches— 
General Electric Co. Fixtures—Solar Light 
Co. 

KITCHEN EQUIPMENT: Range—gas. Re- 
frigerator—General Electric Co. Sink—Crane 
Co. 

LAUNDRY EQUIPMENT: Sink—Crane Co. 
Washing machine—Thor, Hurley Machine Co. 
BATHROOM EQUIPMENT: Fixtures by 
Crane Co. Cabinets—Hess Warming & Ven- 
tilating Co. 

PLUMBING: All pipes by Crane Co. 
HEATING AND AIR CONDITIONING: 
Warm air system, including filtering and 
humidifying, Norge Corp. Grilles—U. S. Reg- 
ister Co. Thermostat—Minneapolis-Honey- 
well Regulator Co. Hot water heater—Norge 
Corp. Ventilation fans—General Electric Co. 
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Charles C. Bradley Photos 
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pe HOUSE FOR 
FRED A. TANGEMAN 
MADISON, WIS. 
WILLIAM KAESER, ARCHITECT 


Fitted to a lot sloping in two directions, 
and facing a park on the south, this house 
was designed for the needs of a family 
of four. Reminiscent of early post-War 
German work, save for its wood exterior, 
the design has a pitched roof imposed by 
local restrictions. The most interesting 
feature, inside and out, is the two-story 
hall, lighted by a window extending its 
full height. According to the architect, 
the extensive glass areas on the south 
side, far from adding to fuel costs, on 
sunny days “keep the heating system from 
running until late afternoon.” Cubage: 
33,000. Cost: $12,000. 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—T. & G. sid- 
ing, Insulite Co. sheathing, 2 x 4 in. Douglas 
fir studs, U. S. Gypsum Co. plaster. Interior 
partitions—(l1st floor) plaster; (2nd) Temlock 
wall boards, 2 in. round battens, Armstrong 
Cork Co. Ceilings—Temlok tiles, Armstrong 
Cork Co. 

ROOF: Covered with shingles. Deck—cov- 
ered with Mulehide canvas, Lehon Co. 
CHIMNEY: Damper—Colonial Fireplace Co. 
SHEET METAL WORK: Flashing—Ana- 
conda copper—American Brass Co. Ducts— 
26 gauge Armco, American Rolling Mill Co. 
INSULATION: Outside walls and roof—4 in. 
Gimco rock wool, Gen. Insulating & Mfg. Co. 
WINDOWS: Sash and screens—Truscon 
Steel Co. Glass—double strength, quality B, 
Libbey-Owens-Ford Glass Co. Glass _ block 
—Owens.-Illinois Glass Co. 

HARDWARE: By P. & F. Corbin. 
PAINTING: Walls and ceilings—Texolite, 
U. S. Gypsum Co. Floors—sealer, Sherwin- 
Williams Co. Sash—oil paint. Exterior walls— 
colorless creosote oil. 

ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—General Electric Co. 
Fixtures—recessed, Moe Bros. 

KITCHEN EQUIPMENT: Range—Magic Chef, 
American Stove Co. Refrigerator—Norge 
Corp. Laundry and kitchen sinks—Kohler Co. 
BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Cabinets—Hess Warming & Ven- 
tilating Co. 

PLUMBING: Soil pipes—A. M. Byers Co. Hot 
and cold water pipes—wrought iron. 
HEATING AND AIR CONDITIONING: Delco 
heating system, warm air, circulating, fil- 
tered and humidified in winter, no cooling 
system, Delco Appliance Div., Genera! Motors 
Sales Corp. Thermostat—Minneapolis Regula- 
tor Co. Hot Water heater—Welsbach Co. 
Kitchen fan—Pryne & Co. 
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Unlike most “traditional” designs, this house follows a. still- 
functioning local precedent in plan as well as exterior design. 
One room in depth, the house is ideally suited to its climate, 
which also permits the use of an exterior stair protected only by 
blinds, and the omission of a second floor corridor. Cubage: 45,000. 


CONSTRUCTION OUTLINE 


FOUNDATION: Walis—ccncrete, continuous. Cellar floor—concrete. 
STRUCTURE: Exterior walls—brick veneer on 8 in. hollow tile; inside 
—tile walls furred. Interior partitions—plaster on wire lath. Floor con- i 
struction—reenforced concrete, waterproofed, oak flooring on sleepers. 
ROOF: Frame covered with slate. 

SHEET METAL WORK: Copper throughout, Chase Brass and Copper 
Co. 

INSULATION: Attic floor—rock wool, Johns-Manville Corp. Weather- 
stripping—Monarch Metal Weatherstrip Co. 

WINDOWS: Sash—double hung. Glass—double strength. Screens— 
wood, bronze mesh. 

STAIRS: Hand rail—mahogany. Treads—oak. Risers—cypress. 
FLOORS: Living room—block tile laid in mastic on concrete. Bedrooms 
—(l1st.) linoleum; (2nd.) edge grain pine. Kitchen ana bathrooms— 
linoleum. 

WOODWORK: Cypress throughout. 

HARDWARE: By Russell & Erwin Mfg. Co. 

PAINTING: Interior—4 coats paint. Trim—semi-gloss. Exterior walls— 
cement wash. Sash—3 coats paint. 

ELECTRICAL INSTALLATION: Wiring system—knob and tube. 
Switches—mirror plates. 

KITCHEN EQUIPMENT: Sink—Monel Metal, International Nickel Co. 
Cabinets—wood. 

BATHROOM EQUIPMENT: Fixtures by Standard Sanitary Mfg. Co. 
PLUMBING: Hot and cold water pipes—copper, Arco, American 
Radiator Co. 

HEATING: Hot air system. Boiler—gas fired, Bryant Heater Co. Hot 
water heater—American Gas Products Co. 
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@.- HOUSE IN LOS ANGELES, CAL. 
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Miles Berné Photos 


The type of planning used in this house is not un- 
familiar to those who have followed recent small house 
competitions. Exterior walls, for example, are not 


age 





punctured at intervals with windows, but are for the 
most part organized as solid wall or glass wall. This 


treatment has been very clearly expressed by the ex- 





terior. A number of features are interesting: the dining 
nook off the kitchen, the clerestory windows, in both 


kitchen and living room, the provision of a sheltered 





passage from the garage door to the entry, and the - 
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well-lighted utility room which serves as a vestibule 





to the kitchen. Selling price: $4,400. 
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CONSTRUCTION OUTLINE 



















STRUCTURE: Walis—stucco on wood studs. 
ROOF: Covered with No. 1 red cedar shin- 
gles, Golden State Lumber Co. 
WINDOWS: Glass—single and double 
strength, and crystal plate, Libbey-Owens- 
Ford Glass Co. Sash—sliding, mill made 
Sievering Bros. 

PAINTING: Dutch Boy, National Lead Co. 
HARDWARE: By Carter Hardware Co. 
FLOOR COVERINGS: Main rooms—oak, 
Wenstroms Bros. Kitchen and bathroom— 
linoleum. 
WOODWORK: Doors—Sturdibilt, M. & M. 
Woodworking Co. Garage door—Hoillywood 
Overhead Door Co. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—fiexible tubing. 

KITCHEN EQUIPMENT: Range—Magic 
Chef, American Stove Co. Refrigerator— 
Electrolux, Servel, Inc. 

BATHROOM EQUIPMENT: Lavatory— 
Briggs Mfg. Co. All other fixtures by Eljer 
Mfg. Co. 

HEATING: Two dual furnaces, Johnston Gas 
Furnace Co. Hot water heater—gas. 
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8. HOUSE FOR ROY P. PALMER 
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A plan in which the relationship of the first and 
second floors illustrates the use of a convertible 
downstairs study to reduce needed sleeping quarters 
upstairs. This arrangement is reflected in the mass 
of the house, which suggests that the scheme has 
interesting possibilities. The architects call attention 
to the strategic location of the lavatory, which serves 
kitchen, study-bedroom, living room and basement 
recreation room with almost equal convenience. Cost 
including 100 x 200 ft. plot: $12,000. 
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CONSTRUCTION OUTLINE 


CONSTRUCTION: Concrete blocks, Hard- 
stone Brick Co. 

STRUCTURE: All lumber, insulation, build- 
ing paper, roof and sidewall shingles by 
Weyerhaeuser Lumber Co. Lath and plaster 
by VU. S. Gypsum Co. Millwork by Bruer 
Lumber Co. 

HARDWARE: By Yale & Towne Mfg. C« 
PAINTING: Exterior paints by Weyer- 
haeuser Sales Co. Interior paints by O’Brien 
Varnish Co. 

KITCHEN EQUIPMENT: Range—A. 8. 
Stove Co. Refrigerator—Electrolux, Servel, 
Inc. 

HEATING: Furnace—Sunbeam_ unit, Fox 
Furnace Div., American Radiator Co. Hot 
water heater—Janitrol, Surface Combustion 
Corp. 
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g. HOUSE FOR C. R. LILJESTROM san marino, cat. 
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George D,. Haight Photos 





The house was designed for a family of 
MELVIN NAVE GARLOUGH. ARCHITECT three, and is placed on a large, wooded 


lot which faces south. The living and 
| =a 


i) 


| dining rooms are opened around the stair- 
arate na i eee | way and are pleasantly related to the 
f TT eva eeseen— — Pr terrace which is used for outdoor dining. 
Separation of the bedrooms on two floors 
was a requirement of the owner, who 
wished to have a downstairs bedroom 
that might later be converted into a 
study. Selling price: $12,500. 











CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—red cedar 
shakes, Economy Brownskin paper, Angier 
Corp., rock lath, U. S. Gypsum Co., Celotex 
lath, Celotex Corp. and plaster. Floor con- 
struction—No. 1 common red oak finish 
flooring. Ceilings—(l1st floor) rock lath and 
plaster, U. S. Gypsum Co.; (2nd) Celotex 














a lath and plaster, Celotex Corp. 

ROOF: Covered with red cedar shingles. 

id- CHIMNEY: Reenforced brick. 

by INSULATION: Ceilings and dormers—rock 

ter wool bats, Johns-Manville Corp. 

er FLOOR COVERINGS: Main rooms—red oak. 
Kitchen and bathrooms—linoleum. Shower 
floor and tub recess—glazed tile. 

al PAINTING: Lead—National Lead Co. Stain 

on —Samuei Cabot, Inc. 

ELECTRICAL INSTALLATION: Switches— 

B. Despard, Pass & Seymour. 

of. KITCHEN EQUIPMENT: Range—Wedge- 
wood, James Graham Mfg. Co. Refrigerator 

. —Electrolux, Servel, Inc. 

t BATHROOM FIXTURES: By Crane Co. 

“ HEATING: Heaters—Betz High Efficiency 
Furnaces, Betz Heating Co., Inc., Hot water 
heater—Day & Night Water Heater Co. 
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George H. Davis Photos 
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10. HOUSE FOR GEORGE R. PAUL EGYPT, MASS. GEORGE R. PAUL, ARCHITECT 


The architect comments: “The distin vuish 


ing feature of this house is its w)usyal 
floor plan and the surprising num|er of 
rooms, which would not be anti vated 
from the exterior. The rather small size 
of the living room was necessitated }y 
the length of the old wood beams used 
in its construction. This house has a 
central heating room rather than the 
conventional cellar. The first floors are 
warmed by the return air which passes 
through a two-foot plenum chamber un. 
der their entire area. 

“Its exterior design reflects a feeling for 
Colonial detail, but also a desire to break 
away from the set local Colonial tradj- 
tion. There was also the wish to make use 
of modern steel windows, adapting them 
gracefully to cottage architecture. 
“The house has two rooms and a bath on 
the second floor.” Cubage: 20,712. Cost: 
$7,000. 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—wood shin- 
gles, 14 Ib. asphalt paper, fir sheathing, 
studs, Samuel Cabot, Inc. Quilt insulation. 
Interior partitions—studs, U. S. Gypsum Co 
rock lath and plaster. Floor construction— 
oak over sheathing, paper and fir joists. Ceil- 
ings—rock lath and plaster, U. S. Gypsum 
Co. 

ROOF: Covered with wood shingles. 
SHEET METAL WORK: Flashing—lead and 
copper. Gutters and leaders—wood. Ducts— 
galvanized sheet iron. 

INSULATION: Outside walls, roof and sound 
insulation for Ist. floor ceiling—Cabot’s 
Quilt, Samuel Cabot, Inc. Weatherstripping 
—Ceco, Concrete Engineering Co. 
WINDOWS: Sash and screens—Detroit Steel 
Products Co. Glass—double strength, quality 
B, Libbey-Owens-Ford Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum. 

WALL COVERINGS: Bedrooms and halls— 
walipaper. Kitchen—fir plywood. Bathrooms 
—Linowall, Armstrong Cork Co. 
HARDWARE: By Yale & Towne Mfg. Co. 
PAINTING: All interior paints by Lowe 
Bros. Co. Floors—fill, shellac and S. C. John- 
son & Sons Co. wax. Exterior walls—bleach- 
ing oil, Samuel Cabot, Inc., paint by Lowe 
Bros. Co. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Fixtures Pettingell-Andrews C 
KITCHEN EQUIPMENT: Range—General 
Electric Co. Refrigerator—Stewart-Warner 
Co. Sink—Standard Sanitary Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures DY 
Standard Sanitary Mfg. Co. Seat—C. ©. 
Church Mfg. Co. 

PLUMBING: Soil pipe—cast iron. Hot d 
cold water pipe—copper. 

HEATING AND AIR CONDITIONING: 
conditioner—Holland Furnace Co. Oil bur 
and hot water heater—Lynn Oil Burner 
Grilles—pressed steel. Thermostat—Mer q 
Corp. 
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11. HOUSE FOR DR. R. C. McCREA aucusta, GA. R. M. CHAPIN, JR., DESIGNER 





LEWIS V. STORY, GENERAL CONTRACTOR 
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The open plan is not commonly used in 
the small house, probably because there 
are not many spaces to open up. Here it 
has been most intelligently employed to 
throw together the dining, living and 
hall areas which, in turn, are well related 
to the terraces outside. No attempt was 
made to extend this treatment to the 
study, where privacy was desired. The 
high screen wall was built to shelter the 
living area from the road, which passes 
close to the front of the house. The ex- 
terior treatment is a direct expression of 
the plan. Cubage: 33,500. Cost: $14,281.80. 





CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—4 in. brick, 
1 in. air space, 15 Ib. felt, pine sheathing, 
studs, Certain-teed plaster, Certain-teed 
Products Corp.; some portions finished with 
R.1.W. integral waterproofing. Floor con- 
struction—sand and cinder fill, clay building 
tile laid flat, reenforced concrete and Thomas 
Moulding Co. asphalt tile laid with hot 
asphalt, wax finish. 

ROOF: Frame and steel, covered with 20-yr. 
built-up roofing, The Flintkote Co. Decks— 
end matched sheathing covered with 10-yr. 
canvas decking, Con-Ser-Tex, Wm. L. Barrell 
Co., Inc. 

SHEET METAL WORK: Flashing—copper. 
Leaders—cast iron. 

INSULATION: Outside walls—1l1 in. Celotex 
on stucco walls, Celotex Corp. Roof—4 in. 
rock wool bats between joists. 

WINDOWS: Sash—white pine, casement. 
Glass—double strength, quality A. Screens— 
white pine, copper mesh. 

STAIR: Treads—oak. Risers and stringers— 
yellow pine. 

FLOOR COVERINGS: Bedrooms—oak. All 
other rooms—asphalt tile, Thomas Moulding 
Co. 

WOODWORK: Trim and cabinets—pine, Au- 
gusta Lumber Co. Doors—Sturdibilt, M. & M. 
Woodworking Co. 

HARDWARE: By Russell & Erwin Mfg. Co. 
PAINTING: Walls, ceilings, sash and deck 
paints by Sherwin-Williams Co. Fioors—fill, 
Pratt & Lambert varnish, and wax. Exterior 
walis—Bondex, Reardon Co. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. General Electric Co. and steel 
tube, Steel & Tube Co. Switches—Hart & 
Hegeman. 

KITCHEN EQUIPMENT: Range and re- 
frigerator—General Electric Co. Sink—Crane 
Co. 

BATHROOM EQUIPMENT: All fixtures by 
Crane Co. 

PLUMBING: Hot and cold water pipes— 
copper, Mueller Brass Co. 

HEATING AND AIR CONDITIONING: 
Warm air system including filtering, humidi- 
fying and oil fired boiler, General Electric 
Co. Grilles—Hart & Cooley Mfg. Co. Hot 
water heater—General Electric Co. 
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12. HOUSE FOR J. KENNETH BAIRD 
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The architects comment: “The house has 
been arranged so that all living and sleep 
ing areas overlook the valley to the north 
and are away from the road. Living room, 
dining room and hall are arranged in one 
undivided area for spaciousness and ac- 
commodation of large groups of people. 
The location of the -garage midway be- 
tween the first and second floors has the 
advantage of a level, short driveway, and 
direct access to the bedroom floor. Steps 
leading down from the drive to the front 
entrance have been made part of an at 
tractive dooryard garden.” Cubage: 32, 
000. Cost. $12,000, 


CONSTRUCTION OUTLINE 





FOUNDATION: Cement block. 
STRUCTURE: Exterior walls—red cedar 
clapboards, flush boards or stone veneer, 
studs, Nu-Wood sheathing and insulating 
lath, Wood Conversion Co., '/ in. plaster, 
American Hardwall Plaster Co. Fioor con- 
struction—%4 in. Celotex Corp. utility board, 
rough flooring, 2 x 12 in. joists. 

ROOF: Koppers Co. 5-ply built-up roofing. 
FIREPLACE: Damper—Bennett Fireplace 
Corp. Fireplace—Carrara glass facing and 
hearth, Pittsburgh Plate Glass Co. 

SHEET METAL WORK: All 16 oz. copper, 
Chase Brass & Copper Co., except Republic 
iron ducts, Republic Steel Corp. 
INSULATION: Roof—Balsam wool, Wood 
Conversion Co. 

WINDOWS: Sash and = screens—Fenestra 
steel, Detroit Steel Products Co. Glass— 
plate and Pennvernon double strength, qual- 
ity A, Pittsburgh Plate Glass Co. Glass block 
—Owens-lllinois Glass Co. Venetian blinds— 
Kirsch Co. 

STAIRS: Treads—Philippine mahogany, Phil- 
ippine Mahogany Mfgrs. Import Co. Stringers 
and risers—white pine. 

FLOOR COVERINGS: Living room and Ist. 
floor hall—carpet, Thomas Cochrane; Ozite 
cushion, Ozite Carpet Cushion Co. Bedrooms 
and 2nd. floor hall—broadfelt, Amhaco, Wor- 
nack Mills. Kitchen and bathrooms—tin- 
oleum. 

WOODWORK: Trim and cabinets—white 
pine. Doors—white pine and birch fiush 
panel, Crooks Mfg. Co. Garage doors—Wel- 
Bilt Overhead Door Co. 

HARDWARE: By P, & F. Corbin. 
PAINTING: Interior—Dutch Boy, National 
Lead Co. Exterior walls—oil stain. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—Westinghouse Electric & Mfg. Co. 
Switches—Bryant Electric Co. Fixtures—- 
Edwin F. Guth Co. 

KITCHEN EQUIPMENT: All equipment— 
General Electric. Cabinets—Art Metal Co., 
Congoleum-Nairn work tops, B. & T. Floor 
Co. metal trim. 

BATHROOM EQUIPMENT: All fixtures by 
Eljer Co. Cabinets—Miami Cabinet Div., 
Philip Carey Co. All fittings—Central Brass 
Mfg. Co. 

PLUMBING: Hot and cold water—Anaconda 
copper, American Brass Co. Septic tank— 
Sani-Quip, Inc. 

HEATING AND AIR’ CONDITIONING: 
Warm air system, International Heater Co., 
filtering, humidifying, circulation. Oil burner 
—Timken Silent Automatic Co. Grilles— 
Hart & Cooiey. Thermostat and controls— 
Minneapolis-Honeywell Regulator Corp. Hot 
water heater—General Electric Co. 
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13. HOUSE FOR LOUIE L. 
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SCRIBNER = cHARLOTTESVILLE, VA. 


Holsinger Photos 





LOUIE 


SCRIBNER, ARCHITE: T 


The architect comments: “The house 


iS 
the first in a new development. It \ as 
desired to start with an exterior thy, 
would be a definite change from near|y 


speculative ‘Colonial’ types. Howey or 
the general use of common local mater 
was followed. 


} 
Is 


“The plan was designed to accommodate 
the architect-owner, his — secretary-wife 
and bachelor friend who works in the 
same office. These three enjoy simple liy- 
ing with a minimum of domestic help. 
“The dinette is adequate for the two 
daily meals; the living room is used for 
dining when there is more than one guest, 
Should additional rooms be desired in the 
future they would be added at the back.” 
Cubage: 23,000. Cost: $6,000. 


CONSTRUCTICN OUTLINE 





FOUNDATION: 12 in. cinder block. 
STRUCTURE: Exterior walls—common brick, 
Bildrite sheathing, Insulite Co., studs, U. S. 
Gypsum Co. rock lath and plaster. 

ROOF: Barrett Co. Giant shingles. 
CHIMNEY: Damper—Donley Bros. Co. Fire- 
place facing—Alberene Stone Corp. 

SHEET METAL WORK: All Lyonore metal, 
Lyon Conklin & Co. 

INSULATION: Outside walls—Bildrite 
sheathing, Insulite Co. Attic floor—4 in. rock 
wool bats, Johns-Manville Corp. Weather- 
stripping, Monarch Metal Weather Strip Corp. 
WINDOWS: Sash—white pine. Glass— 
Lustra, double strength, quality A, American 
Window Glass Co. Glass blocks—Owens- 
Illinois Giass Co. 

FLOOR COVERINGS: Kitchen and _ bath- 
rooms—Linotile, Armstrong Cork Co. 
HARDWARE: By P. & F. Corbin. 
PAINTING: Sash, bathrooms and kitchen— 
enamel, E. I. Du Pont de Nemours & Co. 
Walls and ceilings—Mural-Tone, Muralo Co. 
Floor—Waxit, The White Co. Exterior walls 
—Safety-White, Safety-White Products Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX cable; Square D. Co. circuit 
breaker. Switches—General Electric Co. .Fix- 
tures—Lightolier Co. 

KITCHEN EQUIPMENT: Range, refrigera- 
tor and dishwasher—General Electric Co. 
Sink—Standard Sanitary Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Seat—c. F. 
Church Mfg. Co. Cabinets—Miami Cabinet 
Div., Philip Carey Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized iron. 
HEATING: Gravity flow hot water system. 
Boiler, radiators, grilles and hot water heater 
—American Radiator Co. Valves—lillinois 
Engineering Co. 
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yi. HOUSE FOR MARY T. SWANN nartsviL_e,s. c. 
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The difficulty of properly planning the 


one-story house lies in the necessity of 
relating eight or more diversely function- 
ing spaces. Here the architect has chosen 
to group them in two main units with the 
living room as a connecting link; this 
solution is not uncommon, as it has sev- 
eral advantages. Through ventilation is 
assured the main rooms, and the bed- 
rooms have a high degree of privacy. 
Cubage: 27,788. Cost: $8,800. 


CONSTRUCTION OUTLINE 


FOUNDATION: Piers and curtain walls— 
brick. 

STRUCTURE: Exterior walls—weather- 
boards, Sisaikraft Co. building paper, sheath- 
ing, studs, U. S. Gypsum Co. rock lath and 
plaster. Floor construction—wood joists, sub- 
floor, paper and finished oak. flooring. 
ROOF: Wood rafters, sheathing, 30 Ib., felt 
covered with Johns-Manville Dutch Lap 
shingles. 

CHIMNEY: Damper—Majestic Co. 

SHEET METAL WORK: Flashing—18 oz. 
copper. Gutters and downspouts—26 gauge 
galvanized iron. 

WINDOWS: Sash—wood, double huny; 
Unique balances, Unique Window Balance 
Co. Glass—double strength, quality A. Pitts- 
burgh Plate Glass Co. Weatherstripping— 
Monarch Metal Weather Strip Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—tinoleum. 
WOODWORK: Doors—Curtis Cos., Inc. 
HARDWARE: Yale & Towne Mfg. Co. 
PAINTING: Living room and dining room— 
wallpaper; remainder—Walihide, Pittsburgh 
Plate Glass Co. Floors—fill, varnish and Min- 
wax Co. wax. Exterior-—4 coats paint, Pitts- 
burgh Plate Glass Co. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Bakelite, Bryan Co. Fix- 
tures—Chase Brass & Copper Co. 
KITCHEN SINK: Standard Sanitary Mfg. 
Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper tubing. 
HEATING: Steam, vapor vacuum, system. 
Boiler—H. B. Smith Mfg. Co. Coal stoker— 
Iron Fireman Mfg. Co. Valves—Minneapolis- 
Honeywell Regulator Co. 
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The structural basis of this apparently 
conventional house is a prefabricated wall 
unit, which again illustrates the adapta- 
bility of a supposedly rigid building 
method. Less successful, however, has been 
the integration of the traditional facade 
and the modern plan, most clearly indi- 
cated by the corner windows which have 
been carefully relegated to the rear. The 
arrangement of bedrooms in pairs, each 
with a single bath, provides unusual 
flexibility with economy. 
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JR. BEDFORD VILLAGE, Ny. 





CONSTRUCTION OUTLINE 


FOUNDATION: Walls—8 in. concrete block. 
Cellar floor—3 in. concrete, 8 in. gravel. 
Waterproofing—Fastite. 

STRUCTURE: Exterior walls—studs, ply- 
wood sheathing and ribbons, clapboards; in- 
side—cork and gypsum board, Kelley Plas- 
terboard Co. Floor construction—select oak 
finish flooring. 

ROOF: Rafters, 16 in. o.c., plywood sheath- 
ing covered with wood shingles. 
CHIMNEY: Brick, terra cotta flue lining. 
SHEET METAL WORK: Flashing and lead- 
ers—copper. Gutters—fir. Ducts—Armco gal- 
vanized iron, American Rolling Mill Co. 
INSULATION: Outside walls, attic floor and 
roof—mineral wool, U. S. Gypsum Co. 
WINDOWS: Sash—double hung, wood, 
Unique Window Balance Co. balances, storm 
sash throughout. 

STAIR: Treads—oak. Risers—pine. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum. 
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WALL COVERINGS: Kitchen and bathrooms 
—Salubra, Frederick Blank Co. and vinal 
resin finish on Presdwood, Masonite Corp. 
WOODWORK: Trim—lidaho pine. Doors— 
flush, Sturdibilt, M. & M. Woodworking Co. 
HARDWARE: By P. &. F. Corbin. 
PAINTING: Main rooms—Fenolite, U. S. 
Kalsomine Co. Exterior walls—lead and oil. 
ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—General Electric Co. 
KITCHEN EQUIPMENT: Range and refrig- 
erator—General Electric Co. Sink—Monel 
Metal, International Nickel Co. Cabinets— 
Elgin Stove & Oven Co. Laundry sink— 
Standard Sanitary Mfg. Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—brass. 

HEATING AND AIR CONDITIONING: 4!F 
conditioner—American Blower Co. Comp! 
sor—General Electric Co. Boiler and ra'- 
ators—American Radiator Co. Thermostat— 
Minneapolis-Honeywell Regulator Co. 
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16. HOUSE IN MIAMI BEACH, FLA. arnotp souTHWELL, ARCHITECT 


Like the house on page 235, sleeping 


and 
service quarters are here arranged jy, 


two 
units, connected by the living room. The 


latter, in conjunction with a porch 


and 
screened patio, forms an interior of 


ex- 
traordinary openness and flexibility, The 


three units can be combined in one space 
15 ft. in length, part of which is open to 
the sky, part of which may be enclosed 
by folding doors. An interesting device 
for further enhancing the quality of open- 
ness is the wood grille between the porch 
ay Ps and dining room, Cubage: 25,575. Cost: 
eae Wi $10,000. 
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CONSTRUCTION OUTLINE 


_-— = 
a ” “ ee 
a  — = FOUNDATION: Walis—concrete piling, re- 
el ee a ly 


— SRR : . : enforced concrete grade beams, Crystex 
———— ~ . ‘ waterproofing. : 

STRUCTURE: Exterior walls—concrete 
block, wood furring, U. S. Gypsum Co. rock 
lath and plaster. Interior partitions—rock 
lath and plaster. Floor construction—joists, 
sub-floor and oak finish flooring. Ceiling— 
plaster, except Johns-Manville Corp. acousti- 
cal ceiling in dining room. 
ROOF: Covered with cement shingle tile. 
SHEET METAL WORK: Flashing—copper. 
Leaders—galvanized iron. 
INSULATION: Roof—rock wool. Weather- 
stripping—Chamberlin Metal Weather Strip 
Co. 
WINDOWS: Sash—Fenestra, Detroit Steel 
Products Corp. Storm shutters—Presdwood, 
Masonite Corp. Glass—double strength, 
quality A. 
FLOOR COVERINGS: Main rooms—carpet. 
Kitchen—linoleum. Bathrooms—tile, Cam- 
bridge Tile Co. and Robertson Art Tile Co. 
WOODWORK: Trim and cabinets—magnolia. 
Interior doors—fir. Exterior doors—cypress. 
HARDWARE: By Schlage Lock Co. 
PAINTING: All paints by Benjamin Moore 
& Co. Roof—Somay, Somay Products Co. 
ELECTRICAL INSTALLATION: Wiring 
system—General Electric Co. Switches— 
Bryant Electric Co. Fixtures—Lightolier Co. 
and Kurt Versen, Inc. 
KITCHEN EQUIPMENT: Range and re- 
frigerator—Westinghouse Electric & Mfg. 
Co. Sink—Standard Sanitary Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinets—F. H. 
Lawson Co. 
PLUMBING: Hot and cold water pipes— 
Streamline, Mueller Brass Co. 
HEATING: Electric space heating, Therma- 
dor fan type, Thermador Electric Heating & 
Mfg. Co. 
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17. HOUSE FOR LOUIS ANDERSON manopac. 












Samuel H. Gottscho Photos 


OHN MATTHEWS HATTON, ARCHIT 


























LIVING-DINING 




















Notably compact, this formal house de- 
sign presents still another solution of the 
sloping lot. The only living unit on the 
ground floor is a convertible study with 
bath, the remainder of the excavated space 
being devoted to the garage and heater, 
room. Taking advantage of the outdoor 
access to the second floor, the architect 
has produced a very tight stair, since 
clearance for furniture did not have to 
be considered. The curved dining space is 
an unusual, but entirely practical solution 
for the combined living-dining room. 
Cubage: 19,600. Cost: $6,300. 


CONSTRUCTION OUTLINE 





FOUNDATION: Walis—concrete blocks, con- 
crete footings. Cellar floor—concrete. 
STRUCTURE: Exterior walis—studs, 
sheathing, Sisalkraft Co. paper and shiplap 
finish. Interior partitions—studs, 1 in. Celo- 
tex, Celotex Corp. Floor construction—hol- 
low terra cotta blocks and asphalt tile floor 
in guest room; dampproofing, furring strips 
and Celotex finish, Celotex Corp., for finished 
basement rooms. Ceilings—Salubra finish, 
Frederick Blank & Co. 

ROOF: Covered with wood shingles. 
CHIMNEY: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing and 
leaders—copper. Gutters—cypress. Ducts— 
galvanized iron. 

INSULATION: Outside walls, attic floor and 
sound insulation—Celotex Corp. 
WINDOWS: Sash—wood, double hung. 
STAIRS: Main stair—pine. Attic stair—Bess- 
ler Disappearing Stairway Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum. 

WALL COVERINGS: Salubra_ throughout, 
Frederick Blank & Co. 

HARDWARE: By Frantz Mfg. Co. 
PAINTING: Ceilings—Sunfiex, National Gyp- 
sum Co. on Celotex Corp. finish. 
ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—Harvey Hubbell. 
KITCHEN EQUIPMENT: Range—Westing- 
house Electric & Mfg. Co. Refrigerator— 
Frigidaire Div., General Motors Sales Corp. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinets—metal. 
PLUMBING: Vent pipes—galvanized iron. 
Hot and cold water pipes—brass. 
HEATING: Warm air system. Oil burner— 
Petroleum Heat & Power Co. Thermostat— 
Minneapolis-Honeywell Regulator Co. 
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Jessie Tarbor Beals 














Two subdivision houses well above the 
usual standard of the operative builder. 
The same efficient plan is used for both, 
variations including a fireplace, attached 
garage and stairs to possible second floor 
bedrooms. The small workable kitchen 
is undoubtedly a potent selling point; 
equally attractive is the compact, inex- 
pensive bath. Costs: (above) $7,200; (op- 
posite) $6,400. 
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PHILIP WILL, JR. EVANSTON, ILL. 





Robert M. D:mora 
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p\VID SWOPE, BUILDER 


VICTOR CIVKIN, ARCHITECT 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—wood shin- 
gles, paper, sheathing, Johns-Manville wool 
and plywood. Interior partitions—studs and 
plywood. Floor construction—!,4 in. plywood 
sub-floor and red oak finish flooring. 
ROOF: U. S. Gypsum Co. asphalt shingles. 
SHEET METAL WORK: Flashing and lead- 
ers—copper. Gutters—wood. 

INSULATION: Outside walls and attic floor 
—rock wool, Johns-Manville. 

WINDOWS: Sash—double hung, Unique 
Window Balance Co. balances. Glass—qual- 
ity A, Pittsburgh Plate Glass Co. 

FLOOR COVERINGS: Kitchen and bath- 
rooms—Masonite Corp. 

WALL COVERINGS: Main rooms—wall- 
paper. Bathrooms—Ludlite stainless steel, 
Allegheny Ludium Steel Co. 

WOODWORK: Trim—white pine. Interior 
doors—fir. Garage doors—Overhead Door Co. 
HARDWARE: By Sargent & Co. 
PAINTING: All paints by E. Il. Du Pont de 
Nemours & Co. 

ELECTRICAL INSTALLATION: Wiring and 
switches—General Electric Co. 

KITCHEN EQUIFMENT: Range— Magic 
Chef, American Stove Co. Refrigerator, sink 
and cabinets—General Electric Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Seat—c. F. 
Church Mfg. Co. Cabinet—Philip Carey Co. 
PLUMBING: Hot and cold water pipes— 
Anaconda brass, American Brass Co. 
HEATING AND AIR CONDITIONING: Win- 
ter air conditioning, filtering and humidify- 
ing, with thermostats, General Electric Co. 
Hot water heater—gas, Crane Co. 


241 


ze, ne ea a, ae amas te 











20. HOUSE FOR PHILIP WILL, JR. EVANSTON, ILL. 





TTerireemnereers 5 stants naan ARRAN I 
































PAREN aE. 





NS 
i} 


on 

















| 








tj 
; 


i] 


ee emmarenale tl PEP ES Te 


< Liciimn amt alicia: sinimwstaiit itmma 


nt epg 


eh een oe 


Fem acter 
a tt et ee pean le 


Hedrich-Blessing Photos 


The architects have taken advantage of 
an unusual lot by a skillful organization 
of living and service rooms, with kitchen, 
utility room, and garage on the north 
side, close to the property line. The com- 





bination living and dining room was 
clearly designed with placement of the 
furniture in mind, the sofa and sideboard 
forming a separation between the two 
areas. A practical deck on the second 
floor has both screened and open areas. 
Simplicity has been achieved in the pleas- 
ant exterior by the successful way in 
which both porches have been tied in 
with the main mass of the house. Cubage: 
24.500. Cost: $12,000. 
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HOUSE FOR HOLLIS GC. BOARDMAN. JR. NEAR AUGUSTA. GA. 


pF RKINS, WHEELER AND WILL, ARCHITECTS 





CONSTRUCTION OUTLINE 


FOUNDATION: Walis—continuous concrete. 
Floor—concrete slab on cinder fill in utility 
room and garage. 

STRUCTURE: Exterior walls % x 8 in. 
Heartwood tidewater cypress, beveled siding, 
Celotex Corp. Vaporseal sheathing and 1 in. 
lath, 2 x 4 in. hemlock studs, and 3 coats 
U. S. Gypsum Co. plaster. Interior partitions 
and ceilings—U. S. Gypsum Co. plaster on 
perforated rock lath. Floor construction— 
clear red oak on 1! in. stripping, 12 in. o.c., 
20 Ib. felt, yellow pine sub-floor on 2 x 10 in. 
yellow pine 16 in. o.c., preshrunk joists. 
ROOF :Yellow pine rafters and sheathing cov- 
ered with red cedar shingles, Kolorite, Wey- 
erhaeuser Sales Co. Deck-—3-ply felt and 
asphalt covered with Traffic Top, Celotex 
Corp. 

CHIMNEY: Face brick, terra cotta and salt 
glazed sewer tile lining. Damper—Donley 
Bros. Co. 

SHEET METAL WORK: Flashing, gutters 
and leaders—26 gauge Toncan iron, Republic 
Steel Corp. 

INSULATION: Outside walls—1 in. Celotex 
lath, Celotex Corp. Attic floor and roof—4@ in. 
Red Top glass wool, VU. S. Gypsum Co. 
Weatherstripping—Metalane, Monarch Metal 
Weather Strip Corp. 

WINDOWS: Sash—steel casements with 
storm sash and screens, Hope's Windows, 
Inc. Glass—double strength, quality A, Pitts- 
burgh Plate Glass Co. Glass brick—Owens- 
Illinois Glass Co. 

FLOOR COVERINGS: Main rooms—carpet, 
Alexander Smith & Sons. Kitchen and bath- 
rooms—linoleum. 

WOODWORK: Trim and _ cabinets—white 
maple and poplar. Interior doors—Rezo, 
flush, Paine Lumber Co. Exterior doors— 
white pine. Garage doors—McKee Door Co. 
HARDWARE: By Yale & Towne Mfg. Co. 
PAINTING: Walls and sash—lead and oil. 
Kitchen—enamel. Ceilings—calcimine. Floors 
—fill, stain, varnish. Trim—lacquer. All 
Paints by Chicago Paint Works. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—conduit, General Electric Co. Switches 
—Pass & Seymour, Inc. Fixtures—Beardslee 
Chandelier Mfg. Co. 

KITCHEN EQUIPMENT: Range and refrig- 
erator—Hot Point, Edison-General Electric 
Appliance Co. Sink—Kohler Co. Cabinets— 
steel, St. Charles Mfg. Co. Kitchen fan— 
Pryne Mfg. Co. 

LAUNDRY EQUIPMENT: Sink—Chicago 
Granitine Mfg. Co. 

BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Shower—Speakman Co. Cabinet 
—Hess Mfg. Co. 

PLUMBING: Soil pipes—cast iron, Alabama 
Pipe Co. Water pipes—galvanized steel, Na- 
tional Tube Co. 

HEATING AND AIR CONDITIONING: 
Forced warm air system, filtered, Rudy 
Mfg. Co. Thermostat—Minneapolis-Honeywell 
Regulator Co. Hot water heater—Crane Co. 
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| 21. HOUSE FOR HOLLIS C. BOARDMAN, JR. NEAR AUGUSTA, GA. 


Essentially a one-story scheme, the | use 
makes use of the slope to the lake with 
a game room, heater room and bedroom 
on the lower level. Full enjoyment of the 
view is ensured not only by placine al} 
main rooms on the lake side, but by two 
large porches as well. Service quarters 
and garage form a separate unit, con- 
veniently linked to the main house by g 
covered passage. Cubage: 41,235. Cost: 
$11,500. 





CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—(Ilst.) brick 
furred inside with pine paneling and plaster; 
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(2nd.) frame, weatherboards, inside pine 
paneling and plaster. 

ROOF: Asphalt shingles, Texas Co. 
INSULATION: Attic floor and roof—rock 
wool, Eagle-Picher Lead Co. 

WINDOWS: Sash—white pine, Silentite, Cur- 
tis Cos., Inc. 

FLOOR COVERINGS: Main rooms—oak, 
Kitchen—pine, covered with linoleum. Bath- 
rooms—ceramic mosaic tile, Mosaic Tile Co. 
HARDWARE: Solid bronze by Russell & Er- 
win Mfg. Co. 

PAINTING: All paints by Pratt & Lambert. 
KITCHEN EQUIPMENT: Range and re- 
frigerator—General Electric Co. Sink—Stand- 
ard Sanitary Mfg. Co. Cabinets—Coppes, Inc. 
LAUNDRY EQUIPMENT: Washing machine 
—Bendix Home Appliance, Inc. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

FLUMBING: Soil pipes—cast iron, Alabama 
Pipe Co. Hot and cold water pipes—Stream- 
line copper, Mueller Brass & Copper Co. 
HEATING AND AIR CONDITIONING: Delco 
conditionaire, winter conditioning only, with 
filter and humidifier, Delco Frigidaire Con- 
ditioning Div., General Motors Corp. Oil bur. 
ner—automatic. Hot water heater—General 
Electric Co. 
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9°, HOUSE FOR GEORGE P. SMITH 
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WILLMAR, MINN. FROST AND LOFSTROM, 


ARCHITECTS 


An eminently practical solution of the low 
cost house problem. The pian fulfills all 
of the programmatic requirements for this 
class of dwelling: plumbing is arranged 
with the utmost compactness and sim- 
plicity, the kitchen is well planned, with 
provision for eating, the front entrance 
is sufficiently removed from the living 
room, and the arrangement of the stair. 
permits direct access from the bath hall 
to a future upstairs bedroom. Cubage: 
15,120. Cost: $3,418. 


CONSTRUCTION OUTLINE 





FOUNDATION: Walls and cellar floor—con- 
crete. 

STRUCTURE: Exterior walls—2 x 4 in. fir 
studs, Insulite Co. Bildrite sheathing and 
lath, 10 in. redwood siding, Red Top plaster, 
U. S. Gypsum Co., and casein paint. Interior 
partitions—studs, U. S. Gypsum Co. rock 
lath and Red Top plaster. Floor contruction 
—2 x 8 in. Douglas fir joists, sub-floor and 
select red oak finished flooring. Ceiling—2 
coats Red Top Plaster, U. S. Gypsum Co. on 
Insulite Co. lath. 

ROOF: No. 1, 2 x 4 in. rafters, Insulite Co. 
sheathing, U. S. Gypsum Co. mineral sur- 
faced strip asphalt shingles. 

CHIMNEY: Clay brick 4 in., 8 x 8 in. flue 
tile. 

SHEET METAL WORK: Gutters, leaders 
and ducts—galvanized iron. 

INSULATION: Outside walls—Bildrite 
sheathing and Lok-Joint lath, Insulite Co. 
Attic floor—Lok-Joint lath and Minnesota 
Vermiculite Co. Masterfill. Weatherstripping 
—Chamberlin Metal Weather Strip Co. 
WINDOWS: Sash, storm sash and screens— 
Curtis Cos., Inc. 

STAIR: Treads, risers and stringers—pine. 
FLOOR COVERINGS: Main rooms—select 
red oak. Kitchen and bathrooms—linoleum. 
WOODWORK: By Curtis Cos., Inc. Garage 
doors—pine, mill made. 

HARDWARE: By Sargent & Co. 
PAINTING: Interior: Walls and ceilings— 
Sunflex casein, National Gypsum Co. Floor 
—Okene sealer. Sash—Vitralite. Exterior— 
primer and outside white. Remainder of 
paints by Pratt & Lambert. 

ELECTRICAL INSTALLATION: Wiring 
system—Non-metallic sheathed cable, Para- 
nite Wire & Cable. Switches—Square D. Co. 
and Hart & Hegeman Electric Co. Fixtures— 
Sterling Electric Co. 

KITCHEN EQUIPMENT: Range—Norge Co. 
Refrigerator—Frigidaire Corp. Sink—Stand- 
ard Sanitary Mfg. Co. Cabinets—Curtis Cos., 
Inc. Ventilator—Delco Appliance Div., Gen- 
eral Motors Corp. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinets—Curtis 
Cos., Inc. 

PLUMBING: Soil pipe—cast iron, American 
Foundry Co. Hot and cold water pipes—gal- 
vanized steel, National Tube Co. 

HEATING: Gravity warm air, Duo-Therm, 
and oil pot type burner, Motor Wheel Corp. 
Grilles—IiIndependent Register Co. Hot water 
tank—Wheeling Steel Corp. Kerosene water 
heater—Perfection Stove Co. 
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23. HOUSE FOR PORTER BUTTS MADISON, WIS. 


An interesting comparison might be made 
between this house and the example on 
page 244, where a similar site condition 
was encountered. Both have living and 
service units on the upper entrance level, 
with storage, recreation space and a single 
bedroom below: both have porches on two 
levels. Despite the difference of idiom, 
both follow local precedents, in this case 
the early work of Wright. Characteristic 
is the combination of wood and _ stone, 
used inside as well as out, and the wood 
trellis which serves as a framework for 
the porch screens. Cubage: 26,000 at 42 
cents per cubic foot. 


CONSTRUCTION OUTLINE 





FOUNDATION: Walls—concrete block. Cel- 
lar floor—concrete on gravel fill. Waterproof- 
ing—emulsified asphalt. 

STRUCTURE: Exterior walls—2 x 4 in. 
studs, Insulite Co. sheathing, 4 in. stone 
veneer; 34 in. cement stucco and redwood 
boards used as trim. Floor construction— 
frame and plain sawed red oak. Ceilings— 
Nu-wood tiles, Wood Conversion Co. 

ROOF: Covered with 3-ply built-up roofing. 
CHIMNEY: Madison stone, terra cotta flue 
lining. Damper—Colonial Fireplace Co. 
SHEET METAL WORK: Flashing—copper 
16 oz. Ducts—26 gauge galvanized iron. 
INSULATION: Outside walls—2 in. balsam 
wool, Wood Conversion Co. Roof—4 in. rock 
wool, U. S. Gypsum Co. Weatherstripping— 
copper. 

WINDOWS: Sash and_= screens—Fenestra 
steel, Detroit Steel Products Co., some white 
pine. Glass—double strength, quality A, Lib- 
bey-Owens-Ford Glass Co. Glass blocks— 
Owens-Illinois Glass Co. 

STAIRS: Treads—red oak. Risers and string- 
ers—white pine. 

FLOOR COVERINGS: Main rooms—red oak. 
Kitchen and bathrooms—linoleum. 

WALL COVERINGS: Living room, dining 


room and _  kitchen—plaster. Bedrooms—fir 
plywood. 

WOODWORK: Trim and doors—redwood and 
white pine. Cabinets—white pine. Garage 
doors—overhead type. All material by Jeffer- 
son Wood Products Co. 

HARDWARE: By Yale & Towne Mfg. Co. 


PAINTING: All material by Sherwin-Wil- 
liams Co. 

ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—General Electric Co. 
KITCHEN EQUIPMENT: Range—General 
Electric Co. Refrigerator—Sears Roebuck & 
Co. Sink—Kohler Co. Cabinet—special, Jef- 
ferson Wood Products Co. 

LAUNDRY EQUIPMENT: Sink—Kohler Co. 
Washing machine—Hurley Machine Co. 
BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—wrought iron, A. M. Byers 
& Co. 

HEATING AND AIR CONDITIONING: Oil 
fired warm air circulating system with u- 
midifying system and controls, Gar Wood 
Industries, Inc. Grilles—Barber-Colman “0% 
Thermostat—Minneapolis-Honeywell Regu'a- 
tor Co. Kitchen fan—Pryne & Co. 
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\ {LLIAM KAESER, ARCHITECT 
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24. HOUSE FOR WILLIAM B. SNOW. summir. n. 5. 


RICHARD BORING SNovw. 
ARCHITL CT 


The problem of providing a sufficient 
number of rooms in a small house has 
here been met by the use of several! ex- 


ceptionally small rooms, such as the study 


Le yt My 
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PF Bel 


and boys’ bedrooms. The solution seems 


aH 


: 


commendable, since in no case are the 


eB! 
ahi ud 


x 
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rooms too cramped for their purpose: 
moreover, adjustment to future needs 
has been provided for by the removable 
closets and partition which separate the 
boys’ bedrooms. Cubage: 33,825. Cost: 
$14,500. 


CONSTRUCTION OUTLINE 





FOUNDATION: Concrete block. Waterproof. 
ing—Hydratite, A. C. Horn Co. 
STRUCTURE: Exterior walls—brick veneer, 
Sisalkraft Co. paper, sheathing, studs, U. S. 
Gypsum Co. rock lath and plaster. 

ROOF: Covered with Perfection cedar 
shingles. Deck—pine covered with canvas. 
CHIMNEY: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing = and 
leaders—copper. Gutters—40 Ib. block tin. 
INSULATION: Outside walls, ground and 
attic floors—4 in. rock wool, U. S. Gypsum 
Co. 

WINDOWS: Sash—double hung, wood, Wm. 
H. Barkhorn, Inc. Glass—quality A, single 
strength, Pittsburgh Plate Glass Co. 
FLOORS: Main rooms—oak. Kitchen—pine. 
Bathrooms—tile, Pardec-Matawan Tile Co. 
WALL COVERINGS: Wallpaper by Richard 
E. Thibaut, Inc., Imperial Paper & Color Co. 
and Katzenbach & Warren. 

WOODWORK: Interior doors—Sturdibilt, M. 
& MM. Woodworking Co. Garage doors— 
Frantz Mfg. Co. All other work by Wm. H. 
Barkhorn. 

HARDWARE: Interior—Schlage Lock Co. 
Exterior—P. & F. Corbin. 

PAINTING: All paints by A. C. Horn Co. 
ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—Arrow, Hart & 
Hegeman Electric Co. Fixtures—Lightolier, 
Inc. 

KITCHEN EQUIPMENT: Range—Geo. D. 
Roper Corp. Refrigerator—General Electric 
Co. Sink—Standard Sanitary Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinet and ac- 
cessories—Charles Parker Co. 

PLUMBING: Hot and cold water pipes— 
copper, Chase Brass & Copper Co. 
HEATING AND AIR CONDITIONING: Sun- 
beam air conditioning system, filtering, 
humidifying, Fox Furnace Co., Div. Ameri- 
can Radiator Co. Thermostat—Minneapolis- 
Honeywell Regulator Co. Hot water heater— 
Ruud Mfg. Co. 





Richard Garrison Photos 
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»%3%. HOUSE FOR DR. L. G. BALDING mannmartan, Kansas 


Fk. O. WOLFENBARGER, ARCHITECT 


\n informal design in which a_ small 
house is given an appearance of size by 
the pleasant device of placing the living 
room in a one-story wing which is fur- 
ther extended by the loggia and garage. 
\ similar effect of size is achieved inside 
by the separation of living and dining 


rooms. The scheme as a whole is made 


possible by the downstairs bedroom, which 
reduces upstairs area to a minimum. 
Cubage: 31.825. Cost: $10,028. 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls — shingles, 
sheathing paper, sheathing, studs, Reynolds 
Corp. insulation, wood lath and VU. S. Gyp- 
sum Co. plaster. Floor construction—wood 
joists, sub-floor and oak finish flooring. 
ROOF: Covered with red cedar shingles. 
CHIMNEY: Damper—Dcnley Bros. Co. 
SHEET METAL WORK: Armco iron through- 
out, American Rolling Mill Co. 
INSULATION: Outside walls—Reynolds Corp. 
Attic floor and roof—rock wool bats, Johns- 
Manville Corp. Weatherstripping—Accurate 
Metal Weather Strip Co. 

WINDOWS: Sash—double hung, Farley & 
Loetscher Mfg. Co. Glass—Pennvernon, qual- 
ity B, Pittsburgh Plate Glass Co. 
PAINTING: Interior paints—Detroit White 
Lead Works. Exterior—Samuel Cabot, Inc. 
ELECTRICAL INSTALLATION: Wiring— 
Gen. Cable Corp. Switches—Harvey Hubbell, 
Inc. Fixtures—Chase Brass & Copper Co. 
KITCHEN EQUIPMENT: Range—Detroit 
Jewel gas, Detroit Vapor Stove Co. Re- 
frigerator—Frigidaire Co. Sink—Standard 
Sanitary Mfg. Co. Cabinets—Farley & Loet- 
scher Mfg. Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Shower—Henry 
Weis Mfg. Co. 

PLUMBING: Hot and cold water pipes— 
galv. iron. Pump—F. E. Myers & Bros. Co. 
HEATING AND AIR CONDITIONING: 
Warm air system, winter air conditioning, 
filtering, humidifying, fan circulation, Sun- 
beam, Fox Furnace Co. Div., American 
Radiator Co. Grilles—Hart & Cooley Mfg. 
Co. Thermostat—Minneapolis-Honeywell Reg- 
ulator Co. Hot water heater—Crane Co. 
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HOUSE FOR LOWELL E. JACKSON micuican city. inp. 


“ie JOHN LLOYD WRIGHT, Axcyy 


A compact, square house built into « hil) 
The plan is divided in half by a masonry 
bearing wall, one section containing only 
the living room which varies wit) the 
slope from one to two stories in height. 


The other section consists of two floors 





containing all remaining rooms and sery. 
ices. Circulation between these floors js 





effected by a series of stairs connecting 
inl 











the three levels within the living room 





resulting in a quality of spaciousness un- 





usual in a house of this size. The plan is 
also noteworthy for the forthright treat- 
ment of the motor entrance, and for the 
extensive use of fixed plate glass windows. 
Cubage: 27,000. Cost: $9,632. 





CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—part struc. 
tural tile, matt finish inside, Humphrey Tile 
Co., part wood frame and siding. Interior 
partitions—frame, plaster and tile. Floor con- 
struction—concrete matt and wood Joist. 
Ceilings—wood joists, Celotex tile, Celotex 
Corp. 

ROOF: Covered with tar and cravel roofing. 
Deck—Celotex Traffic Top tile, Celotex Corp. 
SHEET METAL WORK: Flashing and ducts 
—galvanized iron. 

INSULATION: Outside walls, roof and ceil- 
ings—Celotex Corp. Weatherstripping—Cham- 
berlin Metal Weather Strip Co. 

WINDOWS: Sash and screen—Hope’s Win- 
dows, Inc. Glass—'!,4 in. polished plate. 
STAIR: Asphalt tile on concrete. 

FLOOR COVERINGS: Asphalt tile on con- 
crete and edge grain fir on wood joists. 
WOODWORK: Trim and doors—fir. Cabinets 
—Hoosier Mfg. Co. Garage doors—Barber- 
Colman Co. 

HARDWARE: By Sargent & Co. 
PAINTING: Structural tile—Glo-Coat, S. C. 
Johnson & Sons. Plaster, wood and ceiling tile 
—stain. Exterior paints—Samuel Cabot, Inc. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—General Electric Co. 
Fixtures—W. G. Warren Co. 

KITCHEN EQUIPMENT: Refrigerator—Gen- 
eral Electric Co. Sink—Standard Sanitary 
Mfg. Co. Cabinets—Hoosier Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinets—Miami 
Cabinet Div., Philip Carey Co. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—wrought iron. 

HEATING AND AIR’ CONDITIONING: 
Zepholater forced air furnace with Century 
oil burner, humidifier, Century Engineering 
Co. Grilles—U. S. Register Co. Thermostat 
—Minneapolis-Honeywell Regulator Co. Ex- 
haust fan—General Electric Co. 





Bodine Photos 





+++ 




















HOUSE FOR H. E. HERSHA, sausatiro, CAL. 
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An admirably organized solution for the one-story house, 
_ JOHN EKIN DINWIDDIE, ARCHITECT in which the dining space is also used as a hall, a 


modification of an idea common in apartment house 





























con- planning. The exterior, made up largely of stock elements 

es and conventional materials, has charming simplicity and 

aren a distinctly modern appearance. Cubage: 14,500 Cost: 
$6,500. 

na wettS CONSTRUCTION OUTLINE 

, Inc. STRUCTURE: Exterior walls—studs, sheathing, Sisalkraft 

3 sySs- : Co. paper, butt shakes outside, plaster inside. Floor construc 

Co. tion—wood joists, sub-floor, oak finish flooring. Ceilings— 

(living room) pine; others—plas‘er. 

-Gen- ROOF: Covered with cedar shingles. ' 

ritary CHIMNEY: Brick, terra cotta lining. Damper—Richardson 
Damper Co. 

es by + “ SHEET METAL WORK: Flashing, gutters and leaders— 

Miami! galvanized iron. 
WINDOWS: Sash—sugar pine, casement. Glass—single 

t and strength, quality A, Libbey-Owens-Ford Glass Co. Weather- 
stripping—by Chamberlin Metal Weather Strip Co. 

JING: STAIR: Oak. 

ntury FLOOR COVERINGS: Main rooms—oak. Kitchen and bath- 

2ering rooms—linoleum. 

rostat WALL COVERINGS: Living room—stucco. Bedrooms—wall- 

Ex- 


paper. Kitchen and bathrooms—Linowall, Armstrong Cork Co 
WOODWORK: Trim—Douglas fir. Cabinets and _ interior 
doors—white pine. Exterior doors—redwood. 

HARDWARE: By Russell & Erwin Mfg. Co. 

PAINTING: Interior paints by Sherwin-Williams Co. Ex- | 
terior walls—Samuel Cabot, Inc. | 
ELECTRICAL INSTALLATION: Wiring system—knob and 

tube. Switches—General Electric Co. Fixtures—Karl von 
Hacht. 

KITCHEN EQUIPMENT: Refrigerator—Electrolux, Servel, 
Inc. Sink—Crane Co. 

LAUNDRY EQUIPMENT: Sink—Crane Co. Washing ma- 
chine—Bendix Home Appliance, Inc. 

BATHROOM EQUIPMENT: All fixtures by Crane Co. Cab- 
inets—Hallensheid & McDonald. 

PLUMBING: Soil pipes—cast iron. Cold water pipes—A. M. 
Byers Co. Hot water pipes—Streamline copper, Mueller 
Brass Co. 

HEATING: Warm air, gas fired system. Hot water heater— 
Crane Co. 
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28. HOUSE FOR SPENCER AUSTRIAN LOS ANGELES, CAL. 


An interesting use of an idiom which has been 
highly developed in’ southern California. 
Standardized to a considerable degree, the 
various solutions of plan and exterior prob 
lems have become almost as predictable as 
in the Colonial types. The intersection of 
closets and ribbon windows, for example, is 
solved by the use of desks or dressing tables, 
as shown in the two upper photographs on the 
opposite page. Ribbon windows in _ the 
kitchen have also resulted in a standard 
solution, with the refrigerator and cupboards 
invariably on the back wall. Also typical, and 
commendable for its frankness, is the transi 
tion from one sill height to another, illus 
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trated above. Cubage: 14,400. Cost: 85.000. 
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Julius Shulman Photos 
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RAPHAEL S$. SORIANO, DESIGNER 
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CONSTRUCTION OUTLINE 


FOUNDATION: Walls—continuous concrete. 
First floor—reenforced concrete slab. Water- 
proofing—hot coal tar, Johns-Manville Corp. 
STRUCTURE: Exterior walls—4 x 4 in. 
wooden studs, outside stucco, inside plaster. 
Floor construction—2 x 8 in. Joists, sub- 
floor. 

ROOF: Covered with 15 Ib. felt and 45 Ib. 
asbestos cap sheet, Johns-Manville Corp. 
Deck—Douglas fir sheathing, plywood, cov- 
ered with 15 Ib. felt and 1 layer Industrial, 
Johns-Manville Corp. 

SHEET METAL WORK: All 24 gauge gal- 
vanized iron, American Rolling Mill Co. 
WEATHERSTRIPPING: Ccpper, 24 gauge. 
WINDOWS: Sash—steel casement, Druwhit 
Metal Products Co. Glass—plate, demi-plate 
and double strength, quality A, Libbey- 
Owens-Ford Glass Co. Screens—Rollaway 
Window Screen Co. 

FLOOR COVERINGS: Living room and 
studio—carpet; remainder—linoleum. 

WALL COVERINGS: Living room, bedrooms 
and kitchen—Sanitas, Standard Textile Prod- 
ucts Co. Halls and studio—Flexwood, U. S. 
Plywood Corp. Bathrooms—tile, Gladding, 
McBean & Co. 

WOODWORK: Trim—mahogany. Cabinets 
and doors—Sturdibilt, M. & M. Woodwork- 
ing Co. 

HARDWARE: By Druwhit Metal Products 
Co. and Schlage Lock Co. 

PAINTING: Interior walls—3 coats Dutch 
Boy, W. P. Fuller Co. Ceilings—3 coats Lu- 
minall, National Chemical & Mfg. Co. Sash 
—U. S. Bronze Co. 

ELECTRICAL INSTALLATION: Wiring 
system—conduit. Switches—General Electric 
Co. Fixtures—continuous indirect trough and 
built-in lumiline lames. 

KITCHEN EQUIPMENT: Range — Magic 
Chef, American Stove Co. Refrigerator— 
Electrolux, Servel, Inc. Sink and laundry 
sink—Standard Sanitary Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—Anaconda copper, Amer- 
ican Brass Co. 

HEATING: Warm air vented furnace, An- 
drews Heater Co. Hot water heater—Wa- 
trola, General Sales Corp. 
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29. HOUSE FOR JOSEPH C. HAZEN 


SUMMIT, N. J. JOSEPH C. HAZEN JR. 
DESIGNER 


HOBART WALKER, ARCHITECT 


Working within the framework of conven. 


tional requirements, both as to style and 


plan, the designer produced a very work. 
able house. The importance of the garage 


as a means of access in the suburban resj- 
dence is here indicated by its convenient 
relation to the main hall; thus the motor 
entrance becomes as usable as the front 
door. Rooms are all ample, the upstairs 
dressing room, for example, having been 
made large enough for use as an emer- 
gency bedroom. The study, planned for 
use as a workroom, is also of generous 


size. Cubage: 45,125. Cost: $15,000. 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls—12 in. concrete block 
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atop poured concrete footings, Atlas Port. 
land Cement Co. 

STRUCTURE: Exterior walls—clapboards, 
white pine shiplap, Sisalkraft Co. paper, 
diagonal sheathing, 2 x 4 in. studs, 16 in. 
o.c., spruce lath, 2 coats plaster. 
CHIMNEY: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing, gutters, 
leaders and termite shield—copper, Revere 
Copper & Brass Co. 

INSULATION: Outside walls and attic floor 
—rock wool, Gimco, General Insulating & 
Mfg. Co. Weatherstripping—Flexo-seal zinc, 
Reese Metal Weather Strip Co. 
WINDOWS: Sash—double hung, white pine. 
Glass—double strength, Libbey-Owens-Ford 
Glass Co. Screens—aluminum, Orange Screen 
Co. 

STAIRS: Main—white oak treads and white 
pine risers. Attic—Bessler Disappearing 
Stairway Co. 

HARDWARE: Brass, N. J. Hardware Co.; 
locks—Yale & Towne Mfg. Co. Garage doors 
—Overhead Door Corp. 

PAINTING: Library—Minwax Co. Ceilings— 
Muresco, Benjamin Moore & Co. Floors— 
varnish. Cellar floor—Benjamin Moore & Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Metropolitan Device Co. 
Fixtures—brass, Bronze Art Fixture Co. 
KITCHEN EQUIPMENT: Range—Tappan 
Stove Co. Refrigerator—Frigidaire Corp. Sink 
and cabinets—Monel Metal, Whitehead Metal 
Products Co. Laundry sink—American Radi- 
ator Co. and Standard Sanitary Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures 
Standard Sanitary Mfg. Co. Cabinet—Colum- 
bia Metal Box Co. 

PLUMBING: Soil pipes—4 in. cast iron. Hot 
and cold water pipes—brass, Bridgeport 
Brass Co. and Foster Wheeler Corp. 
HEATING: Oil fired steam system. Boiler 
and radiators—American Radiator Co. Oil 
burner—Kelvinator Co. Thermostat—Minne- 
apolis-Honeywell Regulator Co. Pressure 
regulator—Watts Regulator Co. Hot water 
heater—Taco Heaters, Inc. Kitchen fan—llg 


y j Electric Ventilating Co. 
Bernard H. Biele 
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HOUSE FOR MRS. J. EDWARD BROOKS MILTON. Mass. 


ROYAL BARRY WILLS, ARCHITECT 


\ residence of generous size, notable for 
en- . , ; , 
its accurate and sympathetic handling of 






































































and traditional forms. The plan is of the stand 

ork- ard central-hall type, with access through 

wet to the garden at the rear. A maid’s room, 

_— as is customary in this scheme, is located 

rent over the garage with a separate stair 

otor from the kitchen. Cubage: 39,928. Cost 

rom $18,000, 

lalrs 

been 

mer- CONSTRUCTION OUTLINE 

lor STRUCTURE: Exterior wallis—pine clap 

rous boards, building paper, studs, U. S. Gypsum 
plaster. Interior partitions—plates, 2 x 4 in. 
studs, and plaster. Floor construction—hem- 
lock sub-floor, and oak finish flooring 

ROOF: Covered with cedar shingles 

CHIMNEY: Damper—H. W. Covert Co 
———e SHEET METAL WORK: Flashing—copper 
block Leaders—Toncan metal, Republic Steel Corp 
Port. INSULATION: Outside walls, ground and 

attic floors—4 in. wool, U. S. Gypsum Co. 
ards, Weatherstripping—metal. 
aper, WINDOWS: Sash—wood. Glass—single 
6 in. strength. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum. 
ters, WALL COVERINGS: Main rooms—wall- 
evere paper. Kitchen—plaster. Bathrooms—Presd- 

wood, enamel, Masonite Corp. 

floor HARDWARE: By W. C. Vaughan & Co. 
ig & PAINTING: Exterior walls—Cabot's double 
zinc, white, Samuel Cabot, Inc. Interior: Ceilings 
: —calcimine. Floors—stain, shellac and wax 
oe. ELECTRICAL INSTALLATION: Wiring 
Ford system—BX. Switches—Arrow, Hart & Hege- 
reen man Electric Co. 

KITCHEN EQUIPMENT: Sink—stainless 
white steel. Cabinets—wood. Laundry sink—Stan- 
aring dard Sanitary Mfg. Co. 

: BATHROOM EQUIPMENT: All fixtures by 
enon Standard Sanitary Mfg. Co. 

PLUMBING: Hot and cold water pipes— 
nge— Haskell Photos brass, Chase Brass & Copper Co. 

a. HEATING: Bryant system, spray humidi- 
i fier, Bryant Heater Co. Hot water heater— 
“-. Ruud Mfg. Co. 
e Co. 
jppan 
Sink 
Metal 
Radi- 
0. 
tures 
ylum- 
. Hot 
eport 
Boiler 
Oil 
inne- 
ssure 
water 
i—IIg 











































——— 








— a 








ee 










os 


Se ES SN 


Se 
























































obi. 





HOUSE FOR DR. R. E. SCRAFFORD Bay CITY, MICH. 


ROBERT B. FRANTZ AND 
Uh utipe. JAMES A. SPENCE, ARCHIT! CTs 
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A simple, straightforward solution which 
employs modern materials in a thoroughly 
practical way. The plan has several ques- 
tionable features, such as the be room 
window opening next to the front door 
and the roundabout circulation from the 
kitchen to the main entrance. Th , 


con- ‘ 
screened 
porch is especially interesting, and pro- 





struction of the canvas-roofed 


vides a delightfully open extension of the 
living and dining space. Cubage: 25,400. 
Cost: $14,000. 





CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—brick veneer, 
insulating board, paper, rock wool; inside— 
plywood. Interior partitions—plywood; some 
Marlite wallboard, Marsh Wall Products Co. 
Floor construction—joists, finish flooring. 
ROOF: Covered with wood shingles. 
CHIMNEY: Damper—Colonial Fireplace Co. 
SHEET METAL WORK: All Toncan gal. 
vanized iron, Republic Steel Corp. 
INSULATION: Outside walls and attic floor 
—Fibrerock, Insulite Co. Weatherstripping— 
Monarch Metal Weather Strip Co. 
WINDOWS: Sash—steel casement. Glass— 
double strength, quality A. Glass blocks— 
Owens-Illinois Glass Corp. 

WALL COVERINGS: Main rooms—plywood, 
Wheeler Osgood Co. Kitchen and bathrooms 
—Marlite, Marsh Wall Products Co. Shower 
—Vitrolite, Vitrolite Div., Libbey-Owens- 
Ford Glass Co. 

WOODWORK: Interior doors—Sturdibilt, M. 
& M. Woodworking Co. Garage doors— 
McKee Door Co. 

HARDWARE: By Schlage Lock Co. 
PAINTING: Walls and ceilings—lead and oil. 
Exterior walls—Bondex, Reardon Co. 
KITCHEN EQUIPMENT: Sink—Tracy Mfg. 
Co. 

BATHROOM EQUIPMENT: Lavatory and 
tub—Standard Sanitary Mfg. Co. Toilet—W. 
A. Case & Son Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper. 

HEATING AND AIR CONDITIONING: Hot 
water system, H. A. Thrush Mfg. Co., Amer- 
ican Radiator Co. humidifier. Gas heater and 
valves—American Radiator Co. Thermostat 
—Minneapolis-Honeywell Regulator Co. Hot 
water heater—Crane Co. 
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32. HOUSE FOR CG. E. McADOO LaGRANGE PARK, ILL. 











r - . . ‘ : - 
| Ps =WILLIAM F. KRAMER, ARCHITECT 
y Y 
OTs “3 ) ae he 
hich 
ighly 
jUes- 
room 
door This house is well worth study, both for 
1 the its competently designed exterior and its 
con- very efficient plan. Virtually every need 
‘ened of the small house has been met. The 
pro- kitchen is immediately accessible to both 
f the service and front entrances; there is a 
400, well-planned stair hall with lavatory and 
closet; the outdoor living spaces are partly 
screened and partly open; rooms are ade- 
quate, and the allocation of space to the 
sneer, various units has been intelligently made. 
side— Cubage: 41,500. Cost: $14,912. 
some 
's Co, 
1g. 
e Co. 
gal. 
floor 
ing— 
lass— 
cks— 
wood, 
rooms 
hower 
wens- 
CONSTRUCTION OUTLINE 
It, M. 
ors— FOUNDATIONS: Walls—12 in. poured con- 
crete. Cellar floor—4 in. concrete. Game room 
—asphalt tile. Waterproofing— . in. cement 
id oil. plaster. 
STRUCTURE: Exterior wall—Waylite biock, 
Mfg. 8 in., Chicago Waylite Co., brick veneer, felt 
paper, furring strip, lath and U. S. Gypsum 
+ and Co. plaster. Interior partitions—Pyrobar 
t—w. block, plaster, U. S. Gypsum Co. Floor con- 
struction—poured concrete on Junior I- 
¢ and beams, reenforced with No. 6 wire mesh. 
ROOF: Rafters covered with Ludowici-Cela- 
» Hot don Corp. tile. Deck—covered with built-up 
bea asphalt roofing. 
ene CHIMNEY: Glazed tile. Damper—Colonial 
nostat Damper Co. 
Hot SHEET METAL WORK: Flashing, gutters 


and leaders—16 oz. copper. Ducts—galvanized 
iron. 

INSULATION: Outside walls and attic floor 
—rock wool. Weatherstripping—metal. 
WINDOWS: Sash—double hung and storm. 
Glass—double strength, quality A, Libbey- 
Owens-Ford Glass Co. Screens—bronze mesh. 
STAIR: Treads—oak. Risers and stringers— 
birch. 

FLOOR COVERINGS: Main rooms—carpet. 
Kitchen—linoleum. Bathrooms—tile, Olean 
Tile Co. 

- WOODWORK: Doors—Colonial type. Garage 
rT doors—overhead, McKee Overhead Door Co. 
HARDWARE: Brass. 

PAINTING: All paints by Pratt & Lambert. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—12-wire Red Seal, Neptune Meter Co. 
KITCHEN EQUIPMENT: Sink—Standard 
Sanitary Mfg. Co. Cabinets—built-in. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinets—Mor- 
ton Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized iron. 
HEATING AND AIR CONDITIONING: Muel- 
ler 4-burner, gas fired system, filtered, hu- 
midified in winter only, L. J. Mueller Fur- 
nace Co. Kitchen fan—Pryne & Co. 
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SYLVIA WILDE, ASSOCIATE DESIGNER 


A house more interesting for its details than for their combined effect. 
For example, the vestibule, living room and screened porch form a very 
successful unit inside and out, but this is so placed that it must serve as a 
thoroughfare to all other parts of the house. Similarly, the huge studio 
window is a striking and undoubtedly pleasant feature, yet the very multi- 
plicity of such elements tends to defeat their effectiveness. The details 
have been studied with great care, and a number of new materials such 
as corrugated asbestos and cemestoboard have been appropriately used 
on the exterior. Cost: $9,000. 














T. E. McCarthy Photos 





CONSTRUCTION OUTLINE 


FOUNDATION: W alls—poured concrete. 
W aterproofing—Anti-Hydro for heater room, 
Anti-Hydro Waterproofing Co. 
STRUCTURE: Celotex Corp. Cemestoboard, 
2 x 4 in. studs, 1 in. Balsam wool, Wood 
Conversion Co. and 1% in. Celotex Co. lath 
and plaster. Interior partitions—2 x 4 in. 
frame, % in. Celotex lath and plaster. 
ROOF: Wood rafters covered with Celotex 
Corp. Vaporseal and Barrett Co. built-up 
roofing. Deck—covered with wood slats 
CHIMNEY: Cement brick with terra cotta 
flue lining. Damper—Donley Bros. Co. 
SHEET METAL WORK: Flashing—Armco 
paintgrip, American Rolling Mill Co. Gut- 
ters—fir. Leaders—copper. 

INSULATION: By Celotex Corp. and Wood 
Conversion Co. 

WINDOWS: Sash and screens—Detroit 
Steel Products Co. Glass—double strength, 
quality A, Libbey-Owens-Ford Glass Co. 
FLOOR COVERINGS: Living room and bed- 
rooms—oak. Halls, kitchen, bathrooms and 
studio—linoleum. 

WOODWORK: Trim—white pine. Cabinets— 
Murphy Door Bed Co. Interior doors— 
Sturdibilt, flush, M. & M. Woodworking Co. 
Exterior doors—fiush, figured gum. Garage 
doors—Overhead Door Co. 

HARDWARE: By Schlage Lock Co. 
PAINTING: Walls and ceilings—Texolite, 
U. S. Gypsum Co. Floors—Minwax Co. Sash 
and trim—Devoe & Raynolds Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Arrow, Hart & Hege- 
man Electric Co. Fixtures—Lightolier Co. 
KITCHEN EQUIPMENT: Range and refrig- 
erator—electric. Sink—Standard Sanitary 
Mfg. Co. Cabinets—Murphy Door Bed Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinets—Mor- 
ton Co. 

PLUMBING: Hot and cold water pipes— 
copper tube, Bridgeport Brass Co. Septic 
tank—Donley Bros. Co. 

HEATING AND AIR CONDITIONING: 
Heating, filtering, humidification, circulation, 
Gar Wood Industries, Inc. Hot water heater 
—General Electric Co. 
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The problem of incorporating a doctor’s 
office in a residence is not uncommon; 
here it has been solved in an exemplary 
manner. The office and garage occupy the 
ground floor, the front of the garage being 


extended to form a retaining wall for the 


garden, which was graded up to the sec- 
ond floor level. This wall also serves to 
relieve the severity of a mass three stories 
in height. Living quarters on the upper 
floors function admirably, both as an in 
dependent unit, and in relation to the 
office and garage. Cost: $9,500. 
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34. HOUSE FOR DR. UGO MORANO sTaPLeton, N. y. 
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MATTHEW ROBERT LEIZER, ARCHITECT 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—brick, furring, 
U. S. Gypsum Co. perforated rock lath, wire 
lath and gypsum plaster. 

ROOF: Covered with asphalt shingles, 
Logan-Long. 

SHEET METAL WORK: Flashing and lead- 
ers—copper. 

INSULATION: Walis—aluminum foil, Alfol 
Insulation Co., Inc. Ceiling—rock wool, Eagle- 
Picher Sales Co. 

WINDOWS: Sash—Fenestra_ steel, Detroit 
Steel Products Co. Glass—Pennvernon, Pitts- 
burgh Plate Glass Co. Glass block—Owens- 
Illinois Glass Co. 

FLOOR COVERINGS: Living quarters—oak. 
Kitchen—linoleum. Offices—asphailt tile, Tile- 
Tex Co. Bathrooms—tile, Wheeling Tile Co. 
WALL COVERINGS: Wallpaper by W. H. S. 
Lloyd Co., Imperial Paper & Color Corp. 
Richard E. Thibaut Co. and Wallihide paint 
by Pittsburgh Plate Glass Co. 
WOODWORK: Doors—fiush, Johns-Manville 
Corp. Kitchen cabinets—Boro Wood Products 
Co.; worktops—Tracy Mfg. Co. 
ELECTRICAL INSTALLATION: By General 
Electric Co. 

KITCHEN EQUIPMENT: Range—Standard 
Gas Equipment Corp. Refrigerator—Elect 
lux, Servel, Inc. 

BATHROOM EQUIPMENT: All fixtures °Y 
Standard Sanitary Mfg. Co. 

PLUMBING: Hot and cold water pipes— 
copper. 

HEATING AND AIR CONDITIONING: St 
beam air conditioning unit, Fox Furn 
Div., American Radiator Co. Hot wat 
heater—John Wood Mfg. Co., Inc. 
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Frank I, Jones Photos 





A scheme which ignores the common de 
mand for a minimum of hall space in 
favor of greater advantages. Thus the 
elongated plan has made it possible to 
arrange all rooms, with but one unim 
portant exception, facing the view. By 
the same process privacy has been ob 
tained for the street front. The illustra- 
tion at the bottom shows a remarkably 
neat and compact heating installation. 
Cost: $12,500. 


CONSTRUCTION OUTLINE 


FOUNDATION: Wallis and cellar floor- 
poured concrete. 

STRUCTURE: Exterior walls—Oregon fir 
frame, brick veneer, red cedar siding, wood 
lath and plaster. Ceilings—Thermax, Celotex 
Corp., wood lath and plaster. 

ROOF: Red cedar shingles over Brownskin 
and Copperskin sheathing paper, Angier Corp. 
SHEET METAL WORK: Flashing, gutters 
and leaders—copper bearing galvanized tin, 
Pacific Metal Co. 

INSULATION: Walls and ceiling (2nd floor) 
—Thermax, Celotex Corp. Weatherstripping 
—Chamberlin Metal Weather Strip Co. 
FLOOR COVERINGS: Main. rooms—white 
oak, E. L. Bruce Co. Kitchen and bathrooms 
—linoleum. 

WOODWORK: Oregon fir to detail. 
HARDWARE: By Russell & Erwin Mfg. Co. 
Garage hardware by Richards & Wilcox Mfg. 
Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—General Electric Co. Fixtures—Baker- 
Barkon Corp. 

KITCHEN EQUIPMENT: Range—Tappan 
Stove Co. Refrigerator—Electrolux, Servel, 
Inc. 

BATHROOM EQUIPMENT: All fixtures by 
Crane Co. 

HEATING: System by De Temple Co. Boiler 
by Bastian-Morley Co. Hot water heater by 


Ruud Mfg. Co. 
ta 





























































































FRICKER WHITEWATER. WISs. 
GEORGE FRED KECK, ARCHIT}y 


36. HOUSE FOR WILLIAM H. 


Asked for a thoroughly modern house jy 
“steel, glass and concrete,” the architect 
had this demand into a 
scheme adapted to the technique available 


to translate 
in a small Wisconsin town. Constructed 
on a conventional balloon frame, the un- 
usual from the of 
and outside 
distinctive hoods. 


exterior results 
batten 
blinds 


use 


board and siding 


venetian with 
The property faces a street on the east: 
the ample dimensions of the lot, however, 
made it possible to place the living room 
with its long side to the south. Cubage: 
26,900. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—vertical cedar 
siding with battens, diagonal sheathing, 2 x 
4 in. studs, 16 in. o.c., Johns-Manville rock 
wool, U. S. Gypsum Co. rock lath. 

ROOF: 3-ply buiit-up roofing, Johns-Manville, 
80 Ib. slate surface felt for light foot traffic. 
CHIMNEY: Damper—Colonial Fireplace Co. 
SHEET METAL WORK: Flashing, gutters 
and leaders—Il16 oz. copper. 

INSULATION: Outside walls and roof—rock 
wool, Johns-Manville. Weatherstripping— 
Chamberlin Metal Weather Strip Co. 
WINDOWS: Sash—wood, inswinging case- 
ment. Glass—plate and double strength, qual- 
ity A, Libbey-Owens-Ford Glass Co. 

FLOOR COVERINGS: Living room, dining 
room and halls—carpet, Bigelow-Sanford 
Carpet Co., Inc. Kitchen and bath—linoleum. 
WOODWORK: Interior doors—l-panel Mira- 
cle birch. Exterior doors—pine, flush. Ga- 
rage door—Overhead Door Co. 
HARDWARE: By P. & F. Corbin. 
PAINTING: Pratt & Lambert paints. 
ELECTRICAL INSTALLATION: Wiring 
system—BX; Square D. Co. boxes, etc. 
Switches—Bakelite Co. Fixtures—V. Pearl- 
man. 

KITCHEN EQUIPMENT: Range-gas, 
George D. Roper Co. Sink—Kohler Co. 
BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Shower—Fiat Metal Mfg. Co. 
Cabinets—Morton Mfg. Co. 

PLUMBING: Hot and cold water pipes—gal- 
vanized iron, copper bearing, Wheeling Steel 
Corp. 

HEATING AND AIR CONDITIONING: 
Forced warm air system, Waterman Water- 
bury; filtered air, humidification, 10 to 15 




































cooling obtained 


through use 


of exterior 


venetian blinds, Venetian Blind Co. Oil bur- 
ner—Williams Oil-O-Matic Heating Corp. 






Thermostat—Minneapolis-Honeywell 





Regula- 


tor Co. 





Water heater—Everhot Heater Co. 
































William Keck Photos 





lrich-Blessing Photos 


eresting because it combines ultra- 
litional formality with such modern 
ces as ground floor bedroom, a front 
hen and elimination of the basement, 
house is surprisingly livable despite 
tiff adherence to French Renaissance 
edent. The main living area is at the 

with high windows in the octagonal 
g room affording a view of the sur- 
ding trees. Cost: $12,400, at 40 cents 
cubie foot. 


6 8 € 8 \ et £4 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—1 in. Portland 
cement stucco, 3 coat float finish, California 
Stucco Co., 8 in. Waylite concrete blocks, 
Chicago Waylite Co., 1 in. wood furring, '/g in. 
Balsam wool, Wood Conversion Co., gypsum 
lath and plaster. Floor construction—<(lst.) 
6 in. concrete slab, wire mesh, 2 x 2 in. 











wood sleepers, 1 in. rough flooring and 1 in. 
white oak flooring; (2nd) 1 in. oak strip 
flooring. 

ROOF: Stained wood shingles. 

SHEET METAL WORK: Galvanized iron, 
26 gauge. 

INSULATION: Outside walls—Balsam wool, 
Wood Conversion Co. Attic floor—rock wool, 
U. S. Gypsum Co. Weatherstripping—Sager 
Metal Weatherstrip Co. 

WINDOWS: Sash—wood casement. Glass 
—double strength, quality A. Screens—wood, 
bronze mesh. 

WALL COVERINGS: Main rooms—wall- 
paper. Bathrooms—Micarta tub recess, West- 
inghouse Electric & Mfg. Co. 
HARDWARE: Brass, white china knobs, rim 
locks. 

PAINTING: Walls—3 coats flat oil. Ceilings 
—calcimine. Floors—Dura-Seal, International 
Chemical Co. Sash—3 coats gloss enamel. 
Exterior trim—3 coats lead and oil. 
ELECTRICAL INSTALLATION: Wiring 
system—No-Fuze panel, Westinghouse Elec- 
tric & Mfg. Co. Switches—Hart & Hegeman. 
KITCHEN EQUIPMENT: Range and Refrig- 
erator—General Electric Co. Sink—Crane Co. 
Cabinets—Modern Steel Equipment Co. 
BATHROOM EQUIPMENT: Fixtures. by 
Crane Co. 

PLUMBING: Hot and cold water pipes— 
copper. 

HEATING AND AIR CONDITIONING: 
Warm air system, filtering and humidifying, 
Bryant Heater Co. Hot water heater—Mc- 
Graw Electric Co. 
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All Photos, Ernest Graham 
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38. HOUSE FOR HUDSON MILNER, LOUISVILLE, KY. 


Both plans and photographs indicate that 
the architects produced a very generous 
and well-designed house for the money. 
The plan is admirable: circulation is ex- 
cellent, closets are more than ample, and 
the relation of room sizes is good. Liv- 
ability has been vastly increased by the in- 
expensive screened porch at the rear, and 
by the informal basement terrace which 
is joined to it by a stairway. The living- 
dining room is handsomely finished in 
white pine boards which form a warm 
background for the well-chosen furniture. 
Cubage: 24,000. Cost: $9,131.25. 


CONSTRUCTION OUTLINE 


FOUNDATION: Walis—brick. Cellar floor— 
concrete. Waterproofing—Flintkote Co. 
STRUCTURE: Exterior walis—brick veneer, 
15 Ib. felt, building paper, pine sheathing, 
studs, white pine boards. Floor construction 
—joists and antique oak decking. 

ROOF: Asbestos shingles, Johns-Manville 
Corp. 

CHIMNEY: Damper—Majestic Co. 

SHEET METAL WORK: Flashing—tin. 
Gutters and leaders—galvanized iron. 
INSULATION: Outside walls, ceiling and 
roof—rock wool, American Rock Wool Co. 
Weatherstripping—Higgins Mfg. Co. 
WINDOWS: Sash—double hung, wood. Glass 
—double strength, quality A. 

FLOOR COVERINGS: Living room and halls 
—antique oak decking. Kitchen and bath- 
rooms—linoleum. Bedrooms—pine. 

WALL COVERINGS: Living room = and 
kitchen—pine paneling. Bedrooms and halis 
—plaster. Bathrooms—linoleum. 
PAINTING: Walls, ceilings and sash—Dutch 
Boy, National Lead Co. 

ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—Bryant Electric Co. 
KITCHEN EQUIPMENT: Range and re- 
frigerator—General Electric Co. Sink— 
Standard Sanitary Mfg. Co. Cabinets 
white pine. 

BATHROOM EQUIPMENT: Fixtures by 
Standard Sanitary Mfg. Co. Seat—cC. F. 
Church Mfg. Co. 

PLUMBING: Soil pipes—cast iron, Alabama 
Pipe Co. Hot and cold water pipes—Strean 
line tubing, Mueller Brass Co. 

HEATING AND AIR CONDITIONING: Cas 
furnace, winter air conditioned, fan filte 
humidifier, Meyer Furnace Co. 
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HOUSE FOR PROFESSOR HARRY SLOCHOWER anpover, x. ; 


m,- hed s* B.* oe R. KAROLA BLOCH, DESIGNER 











































WM. FRIEDMAN, COLLABORATOR 





An excellent design for a summer and 


week-end house, simple enough to be 
constructed by local carpenters and em- 
ploying stock elements which are upi- 
versally available. Here the slope was 
used to provide inexpensive garage and 
storage space under the house. The plan 
is compact and workable; the combination 
of living, dining and porch space should 
make for pleasant summer living. Cubage: 
15,700. Cost: $3,300. 





CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—redwood sid- 
ing, Sisalkraft Co. paper, studs, fir plywood, 
Fir Plywood Mfg. Assn. Interior partitions— 
studs, plywood and paint. Floor construction 
—Jjoists, building paper and pine. Ceilings— 
Homasote, Homasote Co. and pine flush 
boards. 

ROOF: Covered with 3-ply asphalt, Barrett 
Co. 

CHIMNEY: Fieldstone, fire clay flue lining. 
Damper—H. W. Covert Co. 

SHEET METAL WORK: Flashing—16 oz. 
copper and galvanized iron gravel stop. 
INSULATION: Roof—vented air space be- 
tween Homasote ceiling and roof. 
WINDOWS: Sash—wood, double hung, Bos- 
mann & Casson. Frame—Williams & Hibler. 
Glass—double strength, quality A. 

STAIR: Treads—redwood. Stringers—fir. 
FLOOR COVERINGS: Living rooms and 
halls—pine. Bedrooms, kitchen and _ bath- 
rooms—linoleum. 

WOODWORK: Doors and trim—Morgan Sash 
& Door Co. Some specially made by Williams 
and Hibler. 

HARDWARE: By Skillman Hardware Co. 
PAINTING: Interior paints by Lowe Bros. 
KITCHEN EQUIPMENT: Range—Philgas Co. 
BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. 

PLUMBING: Hot and cold water pipes— 
copper tubing, Mueller Brass Co. 
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DANISH COLONY GARDEN HOUSE 


NEW YORK WORLD'S FAIR 1939 


IB KOFOD, ARCHITECT 


Built at the New York World’s Fai 


of the houses in the popular “colony gardens” of Den 


as an example 


mark, this cottage represents the ultimate in minimal 
planning. Architecturally impeccable, the exterior en 


closes a unit about 15 x 18 ft.; intended for a family 











































































and of four. Sleeping accommodations are lumped together 
be in a curtained space without outside ventilation, re 
em- ducing the remainder of the living space to a corridor 
unl- and an area about 6 x 8 ft. Access to the shower-wash 
Was room is from the open porch. This interesting product 
and of the “middle way” is presumably intended for sum 
plan mer use only, as it is impossible to see how four 
ation persons could use quarters so confined without sup 
ould plementary outdoor space. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—Cypress T. & G. hoards, 
random widths, 2 x 4 in. studs, 4 x 4 in. corner posts; 
inside sheetrock. Flooring—N.C. pine on 2 x 8 in. rafters. 
ROOF: 2 x 6 in. rafters, 16 in. on center. Rolled roofing. 
WINDOWS: Wood casement, stock size. 

WALL COVERINGS: Wallpaper by Wolf Bros. 
FURNITURE: By Sachs Quality Furniture, Inc. 





WOODWORK: Doors—cypress V-joint outside, %%4 in. 
plywood inside. 
KITCHEN EQUIPMENT: Duocrat unit, composed of 


Monel cabinet sink and American Stove Co. Magic Chef 
gas range, International Nickel Co. Hot water heater— 
Hot Point electric, Edison-General Electric Appliance Co. 
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Milwaukee Commercial Photos 
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4. HOUSE FOR STELLA HARLOS smuwavker, wis. 








FRANK KIRKPATRICK INC. 
DESIGNERS AND BUILDERs 


In this house the standard hillsid 


plan 
has been done in reverse, with the 


en- 
trance on an upper level, and a | 


arge 
studio-living room on the ground floor 
The large window in the two-story por- 


tion of this room has been simply pro. 
vided by the use of oversize double-hung 
sash. The house was designed for a young 
professional woman; no provision for 
servant was made. Cost: $4,350. 


a 


CONSTRUCTION OUTLINE 


FOUNDATION: Concrete blocks on concrete 
footings. 

STRUCTURE: Exterior walls—cypress bevel 
siding, 15 Ib. felt, yellow pine sheathing, 
white fir studs, plaster on rock lath, U. §, 
Gypsum Co. Interior partitions—studs, rock 
lath and plaster. Floor construction—joists, 
sub-floor and finish flooring. Ceiling of living 
room—exposed sub-floor beams. 

ROOF: Covered with red cedar shingles. 
CHIMNEY: Brick, Acme Brick Co., glazed 
tile flue lining. 

SHEET METAL WORK: All Armco 26 
gauge iron, American Rolling Mill Co. 
INSULATION: Walls—-2 in. rock wool. 
Ceilings—4 in. Gimco, General Insulating & 
Mfg. Co. 

WINDOWS: Sash—white pine, double hung; 
balances by Milwaukee Metal Weather Strip 
Co. Glass—single strength, quality B, Libbey- 
Owens-Ford Glass Co. 

FLOOR COVERINGS: Main rooms—red oak. 
Bedroom (main) select fir. Kitchen—asphalt 
tile on concrete. Bathroom—linoleum. Utility 
room—concrete slab. 

HARDWARE: By Schlage Lock Co. and 
Lockwood Hardware Mfg. Co. 

PAINTING: Trim, floors and fir plywood 
walls—wax, Minwax Co. Exterior walls—2 
coats stain, Samuel Cabot, Inc. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Hart & Hegeman. Fix- 
tures—Moe Bros. 

KITCHEN EQUIPMENT: Range—Gotham 
Universal Range Co. Refrigerator—Electrolux, 
Servel, Inc. Sink—The John Douglas Co. 
BATHROOM EQUIPMENT: All fixtures by 
The John Douglas Co. 

HEATING: Gas fired furnace, Bryant Heater 
Co. Hot water heater—Ruud Mfg. Co. 
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HOUSE FOR DR. THOMAS W. BURKE HousTON, TEXAS 


TALBOTT WILSON AND IRWIN MORRIS, ARCHITECTS 


Essentially a simple and workable re- 
lationship of rooms, the somewhat ir- 
regular plan is expressed on the out- 
side by the variety of forms and 
materials. The general effect is typical 
of the Southwest, where an _ eclectic 
mixture of Colonial and modern idioms 
with the native ranch house style fre- 
quently produces pleasant _ results. 
Cubage: 24,000. Cost: $13,800. 
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Paul Peters 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—brick veneer, 
studs, storm sheathing and gypsum board. 
Floor construction—(i1st.) screeds set in 
mastic on concrete, strip oak finish flooring; 
(2nd.) sub-floor and oak finish flooring. Ceil- 
ings— gypsum board suspended with United 
States Gypsum Company clip system. 
ROOF: No. 1 Perfection cedar shingles. 
SHEET METAL WORK: Galvanized iron, 
Armco, American Rolling Mill Co. 
INSULATION: Attic floor—4 in. rock wool 
bats, Johns-Manville Corp. Weatherstrip- 
ping—Monarch Metal Weather Strip Corp. 
WINDOWS: Sash—cypress. Glass — double 
strength, quality B, Libbey-Owens-Ford 
Glass Corp. Screens—16 mesh copper. 
WOODWORK: Doors—Huttig Mfg. Co. Ga- 
rage doors—Overhead Door Co. 
HARDWARE: By Schlage Lock Co. 
PAINTING: Wallis and ceilings—3 coats 
Textone and Texolite on Sheetrock, U. S. 
Gypsum Co. Sash—3 coats paint, Pittsburgh 
Plate Glass Co. 

ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—Despard, Pass & 
Seymour. 

KITCHEN EQUIPMENT: Refrigerator— 
General Electric Co. Sink and laundry sink 
—Kohler Co. Cabinets—pine. 

BATHROOM EQUIPMENT: Lavatory and 
toilet-—W. A. Case & Son Mfg. Co. Tub— 
Kohler Co. 

PLUMBING: Hot and cold water pipes— 
copper, American Brass Co. 

HEATING AND AIR CONDITIONING: Hot 
air heating system; attic and kitchen fan. 
Radiators—Clow Gasteam Co. Thermostat— 
Minneapolis-Honeywell Regulator Co. Hot 
water heater—Day & Night Heater Co. 
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A. ROSENFIELD PALM SPRINGS, CAL. PAUL LASZLO, DESIGNER 






An interesting one-story scheme in which 
the house derives much of its character 
from the garden wall which completely 
encloses the large living space at the rear. 
This wall forms an extension of the gray 

white exterior of the house, while a low 

pitch roof of blue tile further emphasizes 
the horizontal quality of the design. On 
the arrangement of storage space the 
architect states: “I eliminated all the 
closet spaces in this house and used built 
in cabinets wherever possible. Though this 
arrangement may seem too continental, it 
is very convenient to have clearly defined 
spaces for the storage of various articles.” 
A long screen porch on the south protects 
living and dining rooms from the hot sun, 
Worthy of note is the sun-deck built into 
the garage roof, and reached by an out- 
side stair. Cost: $12,900. 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls — continuous reen- 
forced concrete. 

STRUCTURE: Exterior walls—stucco over 
16 gauge galvanized wire mesh, 15 Ib. as- 
phalt saturated felt, 18 gauge wire over 2 x 
4 studs, 16 in. o.c.; inside—3 coats plaster 
on keyhole lath over 1 in. mesh 20 gauge 
galvanized wire. 

ROOF: Light-weight interlocking § shingle 
tile, Gladding, McBean & Co. 
INSULATION: Ceilings—Celotex Corp. 
Weatherstripping, Chamberlin Metal Weather 
Strip Co. 

WINDOWS: Sash—Fenetron steel, Lee Mil- 
ler & Co. Glass—double strength, quality A, 
American Window Glass Co. Glass block— 
Pittsburgh Corning Corp. Venetian blinds— 
Steel-Flex, Venetian Blind Development Co. 
FLOOR COVERINGS: Main rooms—oak. 
Dining room and bathrooms—sheet rubber 
over plywood panels, Goodyear Tire & Rub- 
ber Co. Kitchen and maid’s room—linoleum. 
WALL COVERINGS: Living room and en- 
trance hall—vertical grain Oregon pine and 
plaster. Dining room and bedrooms—grass- 
cloth. Kitchen and bathrooms—Sanitas, 
Standard Coated Products Corp. 
WOODWORK: Exterior doors—vertical grain 
Oregon pine, planked, glazed. Interior doors 
—slab. Garage door—overhead, Oregon pine, 
Wread Overhead Door Co. 

HARDWARE: By Schlage Lock Co. 
PAINTING: Exterior—Bondex, Reardon Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Hemco, Bryant Electric 
Co. Kitchen fan—Westwind, West Window 
Corp. 

BATHROOM EQUIPMENT: All _ fixtures 
Briggs Beautyware, Briggs Mfg. Co. Acces- 
sories and cabinet—Hallienscheid & McDon- 
ald. 

HEATING AND AIR CONDITIONING: 
Frazer forced air system, thermostatic con- 
trol, H. R. Basford Co. Heater in bathroom 
—Thermadore, Thermadore Electrical Mfg. 
Co.; utility room—No. 32 Hoyt and Cordova 
cabinet model for service porch—Hoyt 
Heater Co. 
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44. HOUSE FOR DONALD M. PATTISON sHAKER HEIGHTS, OHIO 


MAXWELL A. NORCROss, 
ARCHITECT 


om 


The architect comments: “City restric. 
tions set the driveway on the west side 
of the property. The lot faces south, and 
the property is 45 ft. deeper on the west 
side than on the east, which almost neces. 
sitated the location of the garage 





t | 
i 
i 
| 


and 
motor court as shown. The shape of the 


plan permits an interesting garden treat- 
ment at the front of the house, over- 
looked by living room and dining room 


windows. The approach across the prop- 





erty to the front entrance is perhaps not 
as stereotyped as in many houses of the 
size.” Cubage: 38,690. Cost: $15,000. 
























































BAFS BED RM 
Hy , { 
DIN RM A | CONSTRUCTION OUTLINE 
iis TT rsTupy] FOUNDATION: Haydite block, Haydite Co. 
| Pt 11'x8' Waterproofing—Master Builders Co. 
= | STRUCTURE: Exterior walls—wood 
] shingles, Sisalkraft Co. building paper, pine 
t waainttes ship lap sheathing, studs, rock wool, U.S 
Gypsum Co. rock lath and plaster. Floor 
construction—joists, sub-floor and oak finish 
flooring. 
ROOF: Covered with wood shingles. Deck— 


T. & G. pine covered with zinc. 
CHIMNEY: Damper—Donley Bros. Co. 
SHEET METAL WORK: Flashing—Zinc. 
Gutters and leaders—Toncan metal, Republic 
Steel Corp. Ducts—galvanized iron. 

a ae | INSULATION: Outside walls, attic floor and 
garage ceiling—rock wool, W. C. Poe Co. 
Ground floor, garage walls—Reynolds Corp. 
Maid’s room and study—Temlock, Armstrong 
Cork Co. Weatherstripping—Monarch Metal 
Weather Strip Co. 

WINDOWS: Sash—white pine, double hung. 
Glass—double strength, Libbey-Owens-Ford 
Glass Co. 

FLOOR COVERINGS: Main rooms—oak, 
carpet covered. Kitchen—linoleum. 

WALL COVERINGS: Main rooms—wall- 
paper. Living room ceiling, kitchen and 
bathroom walls—Sanitas, Standard Coated 
Products Co. Bathrooms—Linowall wains- 
cot, Armstrong Cork Co. 

HARDWARE: By P. & F. Corbin. 
PAINTING: Floor—wax, Minwax Co. Sash— 
enamel. Exterior walls—lead and oil. 
ELECTRICAL INSTALLATION: Wiring 
system—knob and tube. Switches—toggle, 
Harvey Hubbell, Inc. Fixtures—Hamilton 
Lighting Studios. 

KITCHEN EQUIPMENT: Range—gas. Sink 
—Standard Sanitary Mfg. Co. 

BATHROOM EQUIPMENT: All fixtures Dy 
Standard Sanitary Mfg. Co. Cabinets—Miam' 
Cabinet Div., Philip Carey Co. 
PLUMBING: Hot and cold water pipes— 
Anaconda copper, American Brass Co. 
HEATING AND AiR CONDITIONING: Bry- 
ant winter air conditioning system, Bryant 
Heater Co. Grilles—independent Grille ©°: 
Thermostat—Minneapolis-Honeywell Regu'a- 
tor Co. Hot water heater—Rex, Standard 
Sanitary Mfg. Co. 
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KENNETH A. GORDON, ARCHITECT 


\n excellent plan for the climate, afford- 
‘hrough ventilation in every room; 
g us window areas provide plenty of 
and an outlook in several directions. 
xterior follows the customary “ranch 

style, with the usual mixture of 


3] Cost: $13,100. 











contemporary features. Cubage: 40,- FIRST FLOOR 





HOUSE FOR BERT E. TAYLOR 





ARCADIA, CAL. 
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Louis B. Ziegler Photos 


CONSTRUCTION OUTLINE 





FOUNDATION: Walls and piers—continuous 
concrete. Waterproofing—Yellow and Red 
Label Suconem, Super-Concrete Emulsions, 
Ltd. 

STRUCTURE: Exterior walls—2 x 4in. studs, 
brick veneer, Simons Brick Co., 1 x 6 in. solid 
sheathing, 15 Ib. felt, exterior plaster and 
stucco. 

ROOF: Rafters, 2 x 6 in., 24 in. o.c., sheath- 
ing, 15 Ib. felt covered with red cedar shakes, 
Monarch Roofing Co. 

SHEET METAL WORK: All 26 gauge Copra- 
loy, W. C. Taylor Co. 
INSULATION: Ceilings—4 in. 
Johns- Manville. 

WINDOWS: Sash—wood, casement. Glass— 
quality A, Libbey-Owens-Ford Glass Co. 
Screens—16 gauge galvanized iron mesh. 
STAIR: Treads—oak. Risers and stringers— 
Douglas fir. 

FLOOR COVERINGS: Main rooms—white 
oak, E. L. Bruce Co. Kitchen—linoleum. 
Bathrooms—tile, Gladding, McBean & Co. 
WALL COVERINGS: Living room and library 
—white pine vertical boarding; remainder— 
integral colored stucco, La Habra Stucco Co. 
Bathrooms—Sanitas, Standard Coated Prod- 
ucts Corp. 

WOODWORK: Interior trim—white pine and 
Douglas fir. 

HARDWARE: By Yale & Towne Mfg. Co. 
Garage doors—Holmes Mfg. Co. 

PAINTING: All paints by W. P. Fuller Co. 
Stucco and cement wash by La Habra Stucco 
Co. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—knob and tube. Switches—Bryant Elec- 
tric Co. 

KITCHEN EQUIPMENT: Dishwasher— 
General Electric Co. Refrigerator—Electro- 
lux, Servel, Inc. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Shower doors— 
Windsor Shower Door Co. Cabinet—Master 
Products Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized steel. 
HEATING: Forced air system, gas, Payne 
Furnace & Supply Co. Auxiliary heat in bath 
rooms, Thermador Electric Mfg. Co. 
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46. HOUSE FOR TURNER BRIDGES 
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TENN. 
J. FRAZER SMITH INC. ARCHITECTs 
W. D. McKINNIE, JR., ASSOCIATE 


A modest dwelling, whose plan recall). 
that on page 244. Bedrooms and k 
with all py 


space reserved for the living-dining 


chen 
ssible 


room, 


are of minimum size, 


A cantilevered balcony extends this area 


and shelters a terrace on the slope beloy 
The unpretentious exterior is pleasant and 
appropriate. Cubage: 24,790. Cost: $5,000. 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls, footings and cellar 
floor—concrete. Waterproofing—cement grout 
float on exposed and filled walls. 
STRUCTURE: Exterior walls—rough hewn 
cypress shakes, building paper, sheathing, 
studs, rock lath and plaster, U. S. Gypsum 
Co. Interior partitions—rock lath and plaster 
on wood studs. Floor construction—wood 
Joist, oak finish flooring. 

ROOF: Covered with composition shingles. 
INSULATION: Attic floor—4 in. rock wool, 
U. S. Gypsum Co. 

WINDOWS: Sash—white pine, cypress sills, 
double hung and casement. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen—linoleum. Bathrooms—tile. 
WOODWORK: Trim, cabinets and exterior 
doors—white pine. Interior doors—fir. Garage 
doors—built-up slab, overhead type. 
HARDWARE: By National Brass Co. 
PAINTING: Floors—E. L. Bruce Co. pene- 
trating finish. Exterior walls—shingle dip, 
Samuel Cabot, Inc. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—Romex, General Cable Corp. Switches 
—painted Bakelite. 

HEATING AND AIR CONDITIONING: 
Winter air conditioning, thermostat, humidi- 
fier, furnace and coal stoker, Williamson 
Heater Co. 
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47. HOUSE IN NEW ROCHELLE, N. Y. 
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CHARLES GLASER, ARCHITECT 















LIV-RM 
49'x 43! 








The scheme of this house is funda- 
mentally the same as that on the op- 
posite page, the main difference being 
that the architect has chosen to place 
the kitchen at the rear. With a garage 
entrance at the side, it was possible to 
provide a covered terrace off the living 
room, and to elongate the front elevation 
in the conventional Colonial manner. 
Cubage: 24,000. Cost: $7,600. 





Jesste Tarbor Beals 


CONSTRUCTION OUTLINE 





FOUNDATION: Walis—concrete block, Cel- 
lar floor—cement on cinder fill. 
STRUCTURE: Exterior walls—wood shingles, 
building paper, wood sheathing, studs, rock 
wool insulation, wire lath and plaster. Floor 
construction—wood beams, sub-floor, white 
oak finish flooring. Ceiling—wire lath and 
plaster. 

ROOF: Rafters, sheathing, Johns-Manville 
rock wool insulation, covered with slate. 
CHIMNEY: Brick, terra cotta lining. Damper 
—H. W. Covert Co. 

SHEET METAL WORK: Anaconda copper 
throughout, American Brass Co. 
INSULATION: Outside walls and roof—rock 
wool, Johns-Manville Corp. 

WINDOWS: Sash—Curtis Cos., Inc. Glass 
—double strength, Libbey-Owens-Ford Glass 
Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen—linoleum. Bathroom—tile, Frank- 
lin Tile Co. 

WOODWORK: All material by Curtis Cos., 
Inc. 

PAINTING: All paints by Devoe & Raynolds. 
ELECTRICAL INSTALLATION: Fixtures by 
Port Chester Lighting Fixture Co. 
KITCHEN EQUIPMENT: Sink—Standard 
Sanitary Mfg. Co. Cabinets—Boro Wood- 
working Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Seat—cC. F. 
Church Mfg. Co. 

PLUMBING: Hot and cold water pipes— 
brass, Anaconda, American Brass Co. 
HEATING: Filtering and humidifying sys- 
tem, Reynolds Corp. Oil burner—Electrol, 
Inc. Radiators—American Radiator Co. Ther- 
mostat—Minneapolis-Honeywell Regulator Co. 
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The central feature of this house is 
a two-story living room. As in the 
scheme on page 250, the stairs are lo- 
cated in this room, here screened by 
a bookcase and cabinet. Bedrooms 


open off a baleony, and extend 


out over the first floor porch. 
Wood forms the chief interior and 
exterior finish; the consistent use of 


redwood does much to discipline tlie 


rather unruly exterior. Cost: $7,950. 
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pk. HAROLD CARTER, BERKELEY, CAL. MicHAEL GOODMAN, ARCHITECT 

























































































































































CONSTRUCTION OUTLINE 





FOUNDATION: Wallis and cellar floor—re- 
enforced concrete. Waterproofing—mem.- 
brane, Paraffine Cos. 

STRUCTURE: Exterior walls—studs, sheath- 
ing, building paper, siding, and natural 
redwood. Interior partitions—white pine 
wallboard. Floor construction—joists, WHar- 
bor Plywood Co. industrial plywood planks 
over diagonal sheathing. 

ROOF: Covered with tar and gravel 4-ply, 
Paraffine Cos. 

CHIMNEY: Patent flue lining and Gladding, 
McBean & Co. terra cotta lining. Damper— 
Miller Co. 

SHEET METAL WORK: Flashing—Armco, 
American Rolling Mill Co. Gutters—redwood. 
Leaders and ducts—galvanized iron. 
WINDOWS: Sash—Detroit Steel Froducts 
Co. Glass—double strength, quality B and 
crystal, Libbey-Owens-Ford Glass Co. 
STAIR: Treads—oak. Risers—Oregon pine. 
FLOOR COVERINGS: Kitchen and bath- 
rooms—linoleum. 

WALL COVERINGS: Main rooms—white 
pine wallboard, rubbed, stained. Kitchen and 
bathrooms—Douglas fir wallboard, painted. 
All by Harbor Plywood Corp. 
WOODWORK: Trim and doors—pine, West- 
ern Sash & Door Co. Cabinets—built-in, 
Paramount Built-In Fixture Co. Garage 
doors—Harbor Plywood Corp. 

HARDWARE: By Schlage Lock Co. 
PAINTING: All paints by W. P. Fuller & Co. 
ELECTRICAL INSTALLATION: Wiring 
system—knob and tube. Switches—General 
Electric Co. 

KITCHEN EQUIPMENT: Range—Spark, 
Hammer-Bray Co., Inc. Refrigerator—Gen- 
eral Electric Co. Sink—Standard Sanitary 
Mfg. Co. Cabinets—Paramount Built-in Fix- 
ture Co. 

LAUNDRY EQUIPMENT: Sink—Standard 
Sanitary Mfg. Co. Washing machine—Gen- 
eral Electric Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Seat—c. F. 
Church Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Cold 
water pipes—galvanized iron. Hot water 
pipes—copper, Chase Brass & Copper Co. 
HEATING: Warm air, gas fired system, 
thermostat control, Pacific Co. Hot water 
heater—Mission Water Heater Co. 
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KEIL BAINBRIDGE CENTER. OHIO 
JEAVONS, SPAHN & ASSOCIA TRS. 


ARCHITECTs 


Phis week-end lodge does not differ jy any 
important essentials of plan from the op. 


ventional small house, save for the two. 
story living room, here framed in large 
timbers. The severity of the exterior js re. 
lieved by large batten shutters, which 
have a functional justification, since the 
house is frequently closed. Cubage: 29,009 
Cost: $10,800. 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls—12 in. concrete blocks, 
Cellar floor—4 in. cinder fill, 3'/o in. cement. 
Waterproofing—waterproof cement and 2 
coats asphaltum, Johns-Manville Corp. 
STRUCTURE: Exterior walls—2 x 4 in. pine 
studs, 34 in. Bildrite sheathing, Insulite Co., 
15 Ib. felt, 2 in. beveled red cedar siding on 
exterior and !'>5 in. Insulite Co. board on in. 
terior. Floor construction—8 in. unmatched 
pine sub-floor, 5g in. oak finish flooring. 
ROOF: Covered with 18 in. red cedar shingles. 
CHIMNEY: River stone, tile flue lining. 
Damper—Donley Bros. 

SHEET METAL WORK: Flashing—40 Ib. 
tin. Gutters and leaders—26 gauge galvanized 
iron. 

INSULATION: Outside walls—Bildrite- 
sheathing board, Insulite Co. Roof—Bildrite 
and 2 in. Gimco rock wool bats, General In- 
sulating & Mfg. Co. 

WINDOWS: Sash—casement, inswinging, 16 
mesh copper screening. Glass—single strength, 
quality A. 

FLOOR COVERINGS: Living room—random 
width oak. Bedrooms and halls—T. & G. yel- 
low pine. Kitchen and bathrooms—linoleum 
WALL COVERINGS: Living room _ and 
kitchen—knotty pine. Bedrooms, halls and 
bathrooms—Wallboard, Insulite Co. 
WOODWORK: Trim and doors—chestnut. 
Cabinets—knotty pine. 

HARDWARE: Forged iron—McKinney Mfg. 
Co. Locks and barrels—Russell & Erwin Mfg 
Co. 

PAINTING: Walls, ceilings and sash—where 
paneled 1 coat stain, 1 coat Minwax Co. wax; 
remainder—lead and oil and stain; Insulite 
Co. Wallboard left natural. Floors—fill, stain 
and shellac. Exterior walls—2 coats oil stain. 
Roof—2 coats creosote stain. All paints by 
Glidden Co. 

ELECTRICAL INSTALLATION: Wiring 
system—knob and tube. Switches—toggle 
type. Fixtures—Empire Electric Co. 
KITCHEN EQUIPMENT: Range and fre- 
frigerator—General Electric Co. Sink— 
Standard Sanitary Mfg. Co. 

BATHROOM EQUIPMENT: Fixtures by 
Standard Sanitary Mfg. Co. Seat—C. F: 
Church Mfg. Co. 

PLUMBING: Cold water pipes—galvanized 
steel. Hot water pipes—copper tubing, Chase 
Brass & Copper Co. Sump pump—Penberthy 
Injector Co. Water pump—Crane Co. 
HEATING AND AIR CONDITIONING: Com- 
plete Sunbeam air conditioning unit, Amer! 
can Radiator and Standard Sanitary ©orP: 
Boiler—coal fired, steel jacket. 
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GRIGG AND JOHNSON, ARCHITECTS 








An efficient low cost house, including an 


office for its farm superintendent occu 
pant. The utility room and porch at the 
rear are intended to compensate for the 
lack of a basement, usually considered in 
dispensable to the small rural dwelling. A 
hot water boiler located in the kitchen 
provides heat for the entire house. Cost: 
$3,160. 


COTTAGE ON ESTATE OF H. FROELICK carter’s prince. va. 


CONSTRUCTION OUTLINE 





FOUNDATION: Walls and piers—brick. 
STRUCTURE: Exterior walls—redw od sid- 
ing, studs, National Gypsum Co. insulating 
lath and plaster. Interior partitions—Gold 
Bond insulating lath and plaster, National 
Gypsum Co. Ceilings—plaster. 

ROOF: Covered with redwood shingles. 
SHEET METAL WORK: Flashing—Armco 
Iron, American Rolling Mil! Co. 
INSULATION: Outside walls—aluminum foil 
insulating lath, U. S. Gypsum Co. Weather- 
stripping—Chamberlin Metal Weather Strip 
Co. 

WINDOWS: Sash—redwood, double hung. 
Glass—double strength, quality A, Libbey- 
Owens-Ford Glass Co. Screens—white pine. 
FLOOR COVERINGS: Main rooms—fir. 
Kitchen and bathrooms—linoleum. 
WOODWORK: Yellow pine, Paulette & Sons. 
HARDWARE: By Sargent & Co. 
PAINTING: Sash and trim and _ exterior 
walls—Wallhide, Pittsburgh Plate Glass Co. 
Ceilings and walls—Farbo water paint, Far- 
boil Co. Roof—stain, Samuel Cabot, Inc. 
ELECTRICAL INSTALLATION: Wiring 
and switches—General Electric Co. Fixtures 
—Lightolier Co. 

KITCHEN EQUIPMENT: Sink—Standard 
Sanitary Mfg. Co. Cabinets—yellow pine. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Soil pipes—Claymorgan Co 
Hot and cold water pipes—copper, Mueller 
Brass Co. 

HEATING: Hot water system. Boiler and 
radiators—American Radiator Co. Valves— 
Crane Co. 
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ol. HOUSE FOR CECIL SHUERT Grosser porntE FARMS, MICH. 
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Here the architect has developed a scheme with a garage at the rear, a plan usually 
avoided to gain garden space. There is justification for the arrangement in this case, 
however, since the house faces south and it would hardly be good planning to devote most 
of this side to garage doors. A porch is located at the front, sufficiently screened by 
shrubbery for privacy. The lavatory window opening on the porch is a questionable 
feature. Cubage: 26,366. Cost: $12,000. 
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CONSTRUCTION OUTLINE 


FOUNDATION: Wallis—concrete block. 
Waterproofing—R. |. W., Toch Bros., Inc. 
STRUCTURE: Exterior walls—wood studs, 
sheathing, siding and brick. 

CHIMNEY: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing, leaders 
and gutters—28 gauge galvanized iron. 
INSULATION: Outside walls and attic floor 
—rock wool, Johns-Manville. Weatherstrip- 
ping—Monarch Metal Weather Strip Co 
WINDOWS: Sash—double hung, white pine. 
FLOOR COVERINGS: Main rooms—oak. 
Kitchen—linoleum. Bath—tile, Robertson Art 
Tile Co. 

HARDWARE: By Yale & Towne Mfg. Co. 
PAINTING: Walls and ceilings—flat paint. 
Floors—stain, fill, wax. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Bryant Electric Co. 
KITCHEN EQUIPMENT: Range—gas. Sink 
—Standard Sanitary Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Seat—C. F 
Church Mfg. Co. Cabinets—Miami Cabinet 
Div., Philip Carey Co. 

PLUMBING: Hot and cold water pipes—gal- 
vanized iron, Wheeling Steel Corp. 
HEATING: One pipe steam system. Bo''er— 
American Radiator Co. Oil burner—Timken 
Silent, Timken-Detroit Axle Co. Radiators— 
Corto, American Radiator Co. Thermostat— 
Minneapolis-Honeywell Regulator Co. Hot 
water heater—Everhot Gas Heater Co. !n- 
cinerator—Detroit Incinerator Co. 
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52. HOUSE FOR WILLIAM C. OTTER 





J. LINERD CONARROE, ARCHITECT 


Budget limitations demanded that this 
house with its five bedrooms be made as 
compact as possible, and its location on 
the lot was fixed by the building line and 
by the presence of trees at the rear. These 
requirements were met by an unusually 
well-organized plan, particularly on the 
first floor. The problem presented by the 
location of the garage is hardly solved 
by the prominently centered window. 
Cubage: 34,748. Cost: $11,900. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—9 in. common 
brick, furred, lathed and plastered inside. 
CHIMNEY: Damper—The Majestic Co. 
INSULATION: Outside walls and attic floor 
—Arborite insulation board, U. S. Gypsum Co. 
Garage ceiling—4@ in. rock wool, Standard 
Lime & Stone Co. Weatherstripping—Cham- 
berlin Metal Weather Strip Co. 

WINDOWS: Sash—Idaho white pine. Glass— 
double strength, quality A, Libbey-Owens- 
Ford Glass Co. 

WOODWORK: Trim, shelving and cabinets 
—poplar. Interior doors—Morgan Sash & Door 
Cc sarage doors—Wilson Overhead Door Co. 
HARDWARE: By Russell & Erwin Mfg. Co. 
PAINTING: Walls and ceilings in kitchen, 
Pantry and laundry—Wallhide, Pittsburgh 
Plate Glass Co. Floor—stain, 2 coats wax. 
Ext r walls—Bondex, Reardon Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
ter nd switches—General Electric Co. 
KITCHEN EQUIPMENT: Range—Quality, 
Roberts & Mander Co. Refrigerator—General 
= Co. Sink—Standard Sanitary Mfg. 
BATHROOM EQUIPMENT: All fixtures by 
St rd Sanitary Mfg. Co. Seat—C. F. 
vt Mfg. Co. Cabinet—Steel & Wike Co. 
. sING: Hot and cold water pipes— 
line copper, Mueller Brass Co. 

NG AND AIR CONDITIONING: 
V air Chrysler system with filtering, 
fying, oil burner and hot water heater, 
p, Inc. Kitchen fan—llg Electric Venti- 
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webs HOUSE FOR DR. H. M. ROEBBER BONNE TERRE, MO. 











Piaget Photos 














A plan carefully developed in all respects, with 
particular emphasis on orientation and ventila- 
tion, is the outstanding feature of this design. 
The two wings have been arranged so that each 
enjoys a southerly exposure, while each shields 
the other from early morning and late after- 
noon summer sun, and an overhang shelters 


the large living room window at midday. Inside, 











special attention has been given to details, such 
as the provision of adequate wall space for the 
curtains in the living room, the cabinet work be- 
tween dining room and kitchen, and bedroom 
closets. Cost: about 37 cents per cubic foot. 
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HAL VAN HOEFEN, ARCHITECT 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—T. & G. red- 
wood siding, 15 Ib. Johns-Manville rag felt, 
1 in. Celotex Corp. Vaporseal, 2 x 4 
studs, 16 in. o.c., metal lath and plaster. 
Utility room—Linabestos finish, Keasbey & 
Mattison. Ceilings—plaster in kitchen and 
bath; remainder 16 x 16 in. Celotex Corp. 
tile on furring strips. 

ROOF: Covered with Koppers Co. pitch and 
gravel roofing. Drains—Josam Mfg. Co. 
CHIMNEY: Transite flue, Johns-Manville. 
SHEET METAL WORK: Flashing and ter. 
mite shields—copper, American Brass Co. 
INSULATION: Outside walis—1 in. Celotex 
Corp. Vaporseal sheathing. Roof—4 in. glass 
wool, Red Top, U. S. Gypsum Co. Weather- 
stripping—Monarch Metal Weatherstrip Co. 
WINDOWS: Sash—double hung, sugar pine, 
Caldwell Mfg. Co. balances. Glass—double 
strength, Libbey-Owens-Ford Glass Co. 
WOODWORK: Trim—clear yellow pine. 
Cabinets—birch and poplar. Interior doors— 
sugar pine. Exterior doors—white pine. 
Garage doors—Overhead Door Co. 
HARDWARE: By Schlage Lock Co. 
PAINTING: Walls and ceilings—Benjamin 
Moore & Co. paint and VU. S. Gypsum Co. 
Texolite. Floors, sash and trim—Minwax 
Co. Exterior walls—Sherwin-Williams Co. 
ELECTRICAL INSTALLATION: Wiring 
system—American Steel & Wire Co. Switches 
—Arrow, Hart & Hegeman. Fixtures—Holo- 
phane Co., Claude Banks, Moe-Bridges Co., 
Gillinder Co. and Chase Brass & Copper Co. 
KITCHEN EQUIPMENT: Range and re- 
frigerator—General Electric Co. Sink—Crane 
Co. 

BATHROOM: All fixtures by Crane Co. 
PLUMBING: Hot and cold water pipes— 
Anaconda, American Brass Co. 

HEATING AND AIR CONDITIONING: 
Forced air, filtered and humidified. Furnace 
—dJanitrol, Surface Combustion Co. Grilles— 
Tuttle & Bailey Mfg. Co. Valves—Crane Co. 
Thermostat—Minneapolis-Honeywell Regula- 
tor Co. Kitchen fan—lIig Electric Ventilator 
Co. Hot water heater—Sands Mfg. Co. 





in. 

















LIVING-DINING ROOM 
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34. HOUSE FOR HERBERT RISHEL orevanp, Pa. 








This plan is excellent for a very small 
two story house. The position of the 
kitchen permits dining and living rooms 
to overlook a golf course at the rear, 
while the service entrance is inconspicu- 
ously placed next to the garage door. Both 
inside and out the Pennsylvania version 
of Colonial has been followed. Cubage: 
24,350. Cost: $7,200. 













“I 


-O'« 12-0" 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls—stone. Cellar floor— 

pew 2 8 concrete on 3 in. cinder fill. 

4 rit 4 ' mn 15 STRUCTURE: Exterior walls—16 in. stone, 
studs, rock lath and plaster. Floor construc- 

' tion—hemlock joists, and oak finished floor- 

ing. 

ROOF: Covered with shingle lath and 
shingles. 

Ltvias secu CHIMNEY: Damper—H. W. Covert Co. 

SHEET METAL WORK: Flashing, gutters 

and leaders—copper. 

INSULATION: Attic floor—4 in. fill insula- 

tion. 

WINDOWS: Sash—double hung, wood, spe- 

cial. Glass—single strength. 

FLOOR COVERINGS: Main rooms—oak 

Kitchen and bathrooms—linoleum. 

WALL COVERINGS: Main rooms—wallpaper. 

Bathrooms—linoleum walls. 

WOODWORK: Trim and cabinets—poplar. 

HARDWARE: By P. & F Corbin. 

PAINTING: Paints by Sherwin-Williams Co. 

Floors—wax, Minwax Co. 

ELECTRICAL INSTALLATION: Wiring sys- 

tem—Romex, General Cable Corp. Switches— 
Bryant Electric Co. Fixtures—Walker Kepler 

Co. 

KITCHEN EQUIPMENT: Range—gas, 

Chambers Mfg. Co. Refrigerator—Frigidaire 

Corp. Sink—Standard Sanitary Mfg. Co 

LAUNDRY EQUIPMENT: Sink—Standa d 

Sanitary Mfg. Co. Washing machine—May- 

tag Co. 

BATHROOM EQUIPMENT: All fixtures by 

Standard Sanitary Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and 

cold water pipes—Revere Copper & Brass C0: 
HEATING: Hot water system with radia- 

tors—American Radiator Co. Oil burner 

Chrysler, Airtemp, inc. Thermostat—'!n- 

neapolis-Honeywell Regulator Co. 
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WILMOT C. DOUGLAS. ARCHITECT 


HARRISON AND FOUILHOUX, CONSULTANTS 

















| 


The standard minimum plan, discussed 
in Tue Forum’s April 1939 issue, is shown 
here. Problems presented by a vestibule 
and a separate kitchen door have been 
partially solved by the porch. Sectional 
construction was employed, with four-foot 
wall and floor panels as the structural 
units. Most unusual feature of the design 
is the large fixed window in the living 
room. Cubage: 6,500. Cost: About $2,500. 


Jessie Tarbor Beals 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—prefabricated 
panels faced inside and out with Celotex 
Corp. Cemestoboard. Interior partitions— 
(non-bearing) single thickness Cemesto- 
board; (bearing) double thickness prefabri- 
cated panels finished both sides with Ce- 
mestoboard. Floor construction—prefabri- 
cated panels with Celotex Corp. core panels; 
living rcom finished with '4 in. oak, shop 
assembled with flooring attached to Celotex 
core with mastic; other rooms same type of 
floor panel finished with Celotex tempered 
hardboard. 

ROOF: Wood rafters 2 ft. 0.c. covered with 
specially patented Celotex complete roof 
panel. 

CHIMNEY: Asbestos piping covered with 
Celotex Corp. Cemestoboard. 

SHEET METAL WORK: Flashing, gutters 
and leaders—copper, Anaconda, American 
Brass Co. Hot air ducts—metal. Cold air 
ducts—Celotex Corp. Vapor-seal sheathing. 
WINDOWS: Sash—casement. Glass—Pitts- 
burgh Plate Glass Co. 

PAINTING: All interior finished by Celotex 
Corp. Exterior walls—left natural. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BxX. 

KITCHEN EQUIPMENT: Sink—Youngstown 
Pressed Steel Co. Cabinets—metal and wood. 
BATHROOM EQUIPMENT: Lavatory—Gen- 
eral Ceramics Co. Tub—Briggs Mfg. Co. 
PLUMBING: Hot and cold water pipes— 
Anaconda, American Brass Co. 

HEATING: Warm air system, oil burner, 
central heating unit with combination water 
heater, Duo-Therm, Div. of Motor Wheel Corp. 
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56. HOUSE FOR EDGAR D. O’BRIEN arnerton, CAL. 


a 





MARIO CORBETT, ARCHITECT 


A sophisticated example of the “Monter: 

modern” type frequently seen in Califor. 
nia. Always a difficult problem, the one- 
story plan has here been further coyy- 
plicated by the need to include a dining 


room, maid’s room, guest lavatory, pantry 
and laundry. Despite this fact, the solu- 


| tion is better than many simpler houses. 

ip The living room is not used for through 
traffic; service and bedroom wings 
| oN FE = have adequate privacy; and the bedroom 
i Peat es — ’ > E “ . ‘ . 


corridor is unusually attractive and well- 
lighted. Cubage: 33,210. Cost: $10,750. 








R. W. Salmon Photos 














CONSTRUCTION OUTLINE 


FOUNDATION: Walls and cellar’ floor— 
cement. 

STRUCTURE: Exterior walls—wood frame, 
sheathing, redwood drop siding; inside—lath 
and plaster. Interior partitions—wood lath 
and plaster. Floor construction—oak plank 
finish flooring. 

ROOF: Covered with California redwood 
shakes. 

CHIMNEY: Brick, terra cotta lining. Damper 
—Richardson Mfg. Co. 

SHEET METAL WORK: Flashing—copper. 
Gutters—redwood; Leaders—galvanized iron. 
INSULATION: Pabco felt throughout. Paraf- 
fine Cos. Weatherstripping—Chamberlin 
Metal Weather Strip Co. 

WINDOWS: Sash—wood, casement. Glass— 
quality A, sheet, Libbey-Owens-Ford Glass 
Co. 

FLOOR COVERING: Main rooms—oak. 
Bathrooms and kitchen—linoleum. 

WALL COVERINGS: Bedrooms—wallpaper. 
Bathrooms—tile and plaster. Other rooms— 
plaster. 

WOODWORK: Trim—pine. Shelving and 
cabinets—pine and cedar. 

HARDWARE: Interior—Russell & Erwin 
Mfg. Co. Exterior—Lee Hardware Co. 
PAINTING: Interior—W. P. Fuller Co. Ex- 
terior—Samuel Cabot, Inc. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—knob and tube. Switches—tumblers, 
General Electric Co. Fixtures—Chase Brass 
& Copper Co. 

KITCHEN EQUIPMENT: Range—Universal, 
Landers, Frary & Clarke. Sink—Standard 
Sanitary Mfg. Co. Cabinets—wood. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Vent 
pipes—galvanized iron. Hot and cold water 
pipes—Streamline copper, Mueller Brass C 
HEATING: Unit heaters—Fraser-Johnso": 
Thermostat—Minneapolis- Honeywell Regu! 
tor Co. Hot water heater—Crane Co. 
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= 7. HOUSE AT NORTH TRURO, MASS. BEN Apams BUCK, ARCHITECT 


Most minimum houses join the kitchen 
and bath as an economy measure; this 
efficient plan suggests that the other al- 
ternative may well be considered. Balanc- 
ing the extra cost of plumbing is the 
elimination of an outside door to the 
kitchen, and the usual bedroom hall. The 
only apparent disadvantage is the neces- 
sity of passing through a bedroom to get 
to the bath. Cubage: 6,840. Cost: $1,800. 

















CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—Douglas fir 
frame and sheathing, and shingles; inside 
sheet rock for walls and ceilings. 

ROOF: Covered with shingles. 

CHIMNEY: Brick, fire clay flue lining. 
SHEET METAL WORK: Flashing—I16 oz. 
copper. 

INSULATION: Outside walis, roof and 
ground floor—14 Ib. felt asphalt. 
WINDOWS: Sash—pine. Glass—single 
strength. 

FLOOR COVERINGS: B. & B. fir throughout. 
WALL COVERINGS: Living room and bed- 
rooms—walipaper. Kitchen and bathrooms— 
plywood. 

WOODWORK: Cabinets—pine. Doors—Mor- 
gan Sash & Door Co. 

HARDWARE: Interior—Stanley Works. Ex- 
terior—P. & F. Corbin. 

PAINTING: All paints by Sherwin-Williams 
Co. 





ww S 











ELECTRICAL INSTALLATION: Wiring sys- 
i tem—BX. Switches—Arrow, Hart & Hege- 
man Electric Co. 
/ KITCHEN EQUIPMENT: Range and refrig- 
erator—General Electric Co. Sink—Standard 
t 


Sanitary Mfg. Co. 

BATHROOM EQUIPMENT: Lavatory and 
toilet—Standard Sanitary Mfg. Co. Shower— 
Elkay Mfg. Co. Seat—C. F. Church Mfg. Co. 
Cabinets—Miami Cabinet Div., Philip Carey 
Co. 
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T. W. BROOKS, ARCHITECT 





\ house designed by the architect for 
his own use, showing a very personal 
approach to the problem of small house 


design. The plan was affected by the 





existence of a road to the south, and a 
wooded hollow on the north. For this 
reason the usual orientation was reversed, 
and the house was opened on its north 
side. The bedroom wing, well protected 
by trees, is entirely glazed on two sides 
Most interesting is the use of conven 
tional materials: the brick chimney face, 
extended to form an entire wall, the bat 
ten strips on the sloping ceiling, and the 
unusual standing-seam roof, Cubage: 21, 
500. Cost: $9,700 


CONSTRUCTION OUTLINE 


SI NR A TT 
FOUNDATION: Concrete block. Waterproof- 
ing—2 coats Asphalt Emulsion under grade, 
Flintkote Co., Ist. floor concrete covered 
with asphalt. 

STRUCTURE: Exterior walls—common brick 
4 in. concrete block backup; precast concrete 
4 2 sills, 2 x 4 in. studs, Celotex Corp. Vaporseal 
iL Pig aT sheathing, U. S. Gypsum Co. Weatherboard 
"a au’ and wood battens; inside fine boards or 
Armstrong Cork Co. Temlock board. Floor 
construction—oak laid on sleepers over 4 in. 
reenforced concrete slab. Ceilings—Temlock 
board except U. S. Gypsum Co. hardboard 
with wood battens in living room. 
ROOF: Covered with wood sheathing and 
Armco galvanized iron roofing, American 
Rolling Mill Co. 
SHEET METAL WORK: Flashing and gut- 
ters—28 gauge Armco galvanized _ iron, 
American Rolling Mill Co. 
INSULATION: Attic floor—4 in. Red Top 
wood, U. S. Gypsum Co. Weatherstripping— 
bronze. 
WINDOWS: Sash—steel casement, Fenestra, 
Detroit Steel Products Co. Glass—double 
strength, quality A, Blue Ridge Glass Corp., 
Div., Libbey-Owens-Ford Glass Co. 
WOODWORK: Trim, cabinets, garage and 
exterior doors—white pine. Interior doors— 
birch, flush Sturdibilt, M. & M. Woodwork- 
ing Co. 
HARDWARE: By Sargent & Co. 
PAINTING: Walls and ceilings—3 coats fiat 
paint, Pittsburgh Plate Glass Co. Floor—2 
coats Okene, Pratt & Lambert Co. Exterior 
walls and sash—lead and oil. 
ELECTRICAL INSTALLATION: Wiring 
system—General Electric Co. Switches— 
Bryant Electric Co. 
KITCHEN EQUIPMENT: Range—electric, 
Standard Sanitary Mfg. Co. Refrigerator— 
| electric, Leonard Refrigerator Co. Sink— 

Speakman Co. Cabinets—white pine. Laun- 

dry sink—Kohler Co. 

BATHROOM EQUIPMENT: Lavatory — 

Crane Co.; remainder of fittings by Kchlier 

Co. 

PLUMBING: Hot and cold water pipes— 

copper. Purnp—Deming Co. 

HEATING AND AIR CONDITIONING: Hot 

air system with blower unit and humidifier 

connected to copper cooling coil using well 

; water; by-pass installed to convert blower 

ri system to summer cooling, Williamson 

Heater Co. Grilles—IiIndependent Register Co. 

= Thermostat—Minneapolis-Honeywell Regula- 

af tor Co. Hot water heater—Edison General 
= tie Electric Appliance Co. 


hilt als. sill 
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59. HOUSE FOR OLIN BOESE, austin, TExAs 











230 


H 








Boone’s Photos 
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OLIN BOESE, ARCHITECT 


It is seldom that so modest a house as this 
is so well planned; equally competent js 
the exterior. Details of interest are the 
skillfully combined entrance and garage 
door, the dining room cupboards with 
sliding doors behind, and the rear porch 
which serves the bedroom and_ dining 
room. Cubage: 20,800. Cost: $5,400. 


CONSTRUCTION OUTLINE 





FOUNDATION: Concrete beams and footings. 
STRUCTURE: Exterior walls—brick, building 
paper, sheathing, studs. Interior partitions— 
fir panel board and shiplap, canvas and paper. 
Floor construction—sub-floor, paper and fin- 
ished oak flooring. 

ROOF: Covered with composition shingles, 
Johns-Manville Corp. 

SHEET METAL WORK: All Armco galvan- 
ized iron, American Rolling Mill Co. 
WOODWORK: All finished in white pine. 
FLOOR COVERINGS: Kitchen and bath- 
rooms—linoleum. Main rooms—white oak. 
HARDWARE: By Schlage Lock Co. Window 
balances—Unique Window Balances, Inc. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—tumbler. 

BATHROOM EQUIPMENT: All fixtures by 
Briggs Mfg. Co. 

PLUMBING: Hot and cold water pipes— 
copper. 

HEATING: Floor furnace. Hot water heater 
—Lawson Mfg. Co. 
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¢0. HOUSE FOR A. J. TIMMERBERG Brentwoop, mo. 
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i) interesting variant on the minimum house plan (page 245) is shown here. The architect 
s included a separate dining room in the plan, which removes some of the disadvantages 
the small living room area, and makes possible a compact kitchen. Additional privacy is 
‘0 given the bedroom hall in this scheme. It should be noted that the resulting five-room 
use is only slightly larger than the usual four-room type. Cubage: 17,920. Cost: $4,000. 


CTO BER ‘+? & F 














CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—studs, Celo- 
tex Corp. Vaporseal sheathing, redwood sid- 
ing, National Gypsum Co. Gold Bond rock 
lath and plaster. Interior partitions—Gold 
Bond rock lath and plaster, National Gypsum 
Co. Floor construction—joists, sub-floor and 
E. L. Bruce Co. oak finish flooring. Ceilings— 
Steeltex lath, Johns-Manville Corp. and Gold 
Bond plaster. 

ROOF: Covered with asphalt shingles, 
Johns-Manville Corp. 

CHIMNEY: Brick, tile lining. 

SHEET METAL WORK: All Armco gal- 
vanized iron, American Rolling Mill Co. 
INSULATION: Outside walls — Vaporseal, 
Celotex Corp. Attic floor—4 in. rock wool, 
Alton Mineral Wool Co. Weatherstripping— 
Canadian Weather Strip Co. 

WINDOWS: Sash—doubie hung, white pine. 
Glass—single strength, Lustra, American 
Window Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum over ply- 
wood. 

WALL COVERINGS: Main rooms — wall- 
paper. Kitchen and bathrooms—Linowall, 
Armstrong Cork Co. 

WOODWORK: Pine used throughout. 
PAINTING: All paints by National Lead Co. 
Floors—wax, Minwax Co. 

ELECTRICAL INSTALLATION: Wiring 
system—Square D multibreaker, Square D. 
Co. Fixtures—Chase Brass & Copper Co. 
KITCHEN EQUIPMENT: Sink—Standard 
Sanitary Mfg. Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinets—Miami 
Cabinet Div., Philip Carey Co. 

HEATING: Sunbeam hot air system, Fox 
Furnace Div., American Radiator Co. 
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61. HOUSE FOR EDD R. GREGG, LoutsviLLe, ky. 










EDD R. GREGG, ARCHIT}cT 


A two-story plan with the main entrance 
on the intermediate stair landing. The 
house contains a surprising amount of 
space, not indicated by the photograph of 
the exterior. The plan is workable, and of 
greater interest than the exterior, which 
bears little design relationship to the slope. 
Cubage: 28,600. Cost: $10,038. 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—cinder con. 
crete blocks and brick veneer. 

ROOF: Covered with cedar shingles. 

SHEET METAL WORK: Gutters and leaders 
—galvanized iron. 

INSULATION: Walls—rigid insulating lath. 
Ceilings—rock wool. 

STAIRS: Treads—walnut. Risers—poplar. 
Railing—birch. 

FLOORS: Ground floor—walinut. Service por- 
tions—asphalt tile. First floor—random pine 
boards. 

WINDOWS: Balances—Unique Window Bal- 
ance Co. Screens—copper mesh, Zip-in, Cin- 
cinnati Fly Screen Co. 

WOODWORK: Trim—poplar. Doors—white 
pine. 

HARDWARE: By Russell & Erwin Mfg. Co. 
PAINTING: Exterior walls—Cementhide, 
Pittsburgh Plate Glass Co. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—conduit and BX. Switches—toggle. 
KITCHEN EQUIPMENT: Refrigerator— 
Norge Corp. Cabinets—Coppes, Inc. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Soil and waste pipes—cast iron. 
Hot and cold water pipes—copper. 
HEATING: Deluxe gas fired forced warm air 
winter air conditioning system, Bryant Heater 
Co. 
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FOR CARL E. PAULSEN, BETHEsDA, mp. 


CARL E. PAULSEN, ARCHITECT 














standard minimum plan with a utility room added. For appearance and economy the 
age has been attached to the house; no connecting door, however, has been provided. 
exterior is well above average, and the bank of high windows in the living room is 
ictive as well as practical. Cubage: 13,200. Cost: $6,200. 





CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walis—studs, sheath- 
ing, red cedar siding and shingles. 

ROOF: Covered with asbestos shingles, Johns- 
Manville Corp. 

INSULATION: Walls and attic floor—rock 
wool, Johns-Manville Corp. Weatherstrip- 
ping—Chamberlin Metal Weather Strip Co. 
WINDOWS: Sash—Curtis Cos., Inc. Glass— 
Lustra, American Window Glass Co. 
WALL COVERINGS: All rooms—Walitex, 
Columbia Coated Fabrics Co. Bathrooms— 
wainscot of Vitrolite, Vitrolite Div., Libbey- 
Owens-Ford Glass Co. 

WOODWORK: Garage doors—Overhead Door 
Co. Remainder by Curtis Cos., Inc. 
HARDWARE: By Schlage Lock Co. 
PAINTING: Walls, ceilings and sash—O’Brien 
Varnish Co. Floors—Sonneborn Bros. Ex- 
terior walls—Cabot’s Double White, Samuel 
Cabot, Inc. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—Square D. Co. Switches—Bryant Elec- 
tric Co. 

KITCHEN EQUIPMENT: Range—electric, 
General Electric Co. Refrigerator—Westing- 
house Electric & Mfg. Co. Sink and cabinets 
—Whitehead Metal Products Co. Laundry 
sink—Briggs Mfg. Co. 

BATHROOM EQUIPMENT: By Kohler Co. 
PLUMBING: Hot and cold water pipes—cop- 
per. Tank—Whitehead Metal Products Co. 
HEATING AND AIR CONDITIONING: 
Bryant gas fired, forced air heating system, 
filtering, humidifying, Bryant Heater Co. 
Grilles—Hart & Cooley. Thermostat—Min- 
neapolis-Honeywell Regulator Co. Fans— 
Diehl Electric Co. 
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63. HOUSE FOR JAY GREENWALD MIAMI BEACH, FLA. 








Charles B. Goodridge Phi 





x14 








The architects comment: “The house is for a couple 
with no children; provision had to be made for con- 
siderable entertaining. We made every effort to keep 
the plan as open as possible, since the view eastward 
is very beautiful and the view to the northeast is especial- 
ly so. An attempt to take advantage of the prevailing 
wind from the southeast was also made. Garages were 








separated to provide an entrance patio, and for a reason 
of greater importance. It would certainly have been 
cheaper to combine them, but too many houses on the 
island have an elevation 40 ft. in width, half of which is 
garage door; this is not necessarily the wrong thing to do, 
but we are tired of it. One thing of special interest on the 
second floor is the provision of two baths and dressing 
rooms for the owners. When there are guests one of these 
becomes a guest bath. Thus an absolutely useless extra 
bath is eliminated with no real inconvenience to the occu- 
pants of the house.” Cubage: 41,440. Cost: $15,800. 
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RB. POLEVITSKY AND T. TRIP RUSSELL, ARCHITECTS 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls—reenforced concrete. 
Waterproofing. Sec integral, Sec Mfg. Co. 
STRUCTURE: Exterior walls—reenforced 
concrete, 8 in. concrete block, furring, U. S. 
Gypsum Co. rock lath and plaster. Interior 
partitions—wood studs, Johns-Manville rock 
wool, U. S. Gypsum Co. rock lath and plas- 
ter. Floor construction—(l1st) terrazzo over 
concrete slab; (2nd) wood joists, bleached 
oak strip flooring. 

ROOF: Covered with 4-ply built-up gravel 
top, Certain-teed Products Corp. Deck cov- 
ered with wood slats. 

CHIMNEY: Fireplace by Heatilator Co. 
SHEET METAL WORK: Flashing and ducts 
—Armco, American Rolling Mill Co. 
INSULATION: Roof—rock wool, Johns-Man- 
ville. Weatherstripping — Monarch Metal 
Weather Strip Co. 

WINDOWS: Sash—galvanized steel, Lemco, 
Lundell Eckberg Mfg. Co. Glass—double 
strength, quality AA, and crystal sheet, Lib- 
bey-Owens-Ford Glass Co. 





STAIR: Treads and risers—concrete slab 
terrazzo. 

FLOOR COVERINGS: Main rooms—carpet. 
Kitchen—linoleum. Bathrooms—tile, Mosaic 
Tile Mfgrs. Co. 

WOODWORK: Trim and cabinets—magnolia. 
Interior doors—Sturdibilt, M. & M. Wood- 
working Co. Exterior doors—cypress. Garage 
door—cypress covered with Masonite Corp. 
Presdwood. 

HARDWARE: By Schlage Lock Co. 
PAINTING: Paints by Sherwin-Williams Co. 
ELECTRICAL INSTALLATION: Stair hall 
fixture by Kurt Versen, remainder built-in. 
LAUNDRY EQUIPMENT: Sink — Samson 
Concrete Products Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Seat—C. F. 
Church Mfg. Co. Cabinets—Edgelite Mfg. Co. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper. 

HEATING AND AIR CONDITIONING: 
Thermadore fan type system, Thermadore 
Electrical Mfg. Co. Hot water heater—John 
Wood Mfg. Co. Ventilating fan—Emerson 
Electric Mfg. Co. 
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64. HOUSE FOR CLIFF MAY, west Los ANGELES, CAL. CLIFF MAY, DESIG \ER 


io as ie designer comments: “The problem was to design a louse 
~ completely enclosing a courtyard which would serve as ay 
outdoor living room. With this feature established, it seemed 
proper to equip the main rooms with studio-type picture win. 
dows and French doors. The main colors are established by the 
old white plaster walls and the deep brown roof shakes, with 


window trim painted mustard yellow. Cubage: 34,250. Cost: 
$13,500. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—stucco, Certain-teed Products Corp. 
felt, sheathing, studs and U. S. Gypsum Co. Red-Top lath and plaster, 
Floor construction—Wolman treated sub-floor, American Lumber & 
Treating Co., oak finish flooring. 

ROOF: Covered with cedar shakes, Cedarwood Timber Co. 
CHIMNEY: Damper—Superior. 

SHEET METAL WORK: Flashing—26 gauge galvanized iron, Amer. 
ican Rolling Mill Co. 

INSULATION: Weatherstripping—Monarch Metal Weather Strip Co. 
WINDOWS: Sash—double hung, sugar pine. Glass—single and double 
strength, quality B, Libbey-Owens-Ford Glass Co. 

FLOOR COVERINGS: Living room, bedrooms and hall—oak, West 
Coast Mfg. Co. Kitchen and bathrooms—glazed tile, Gladding, Mc- 
Bean & Co. Other rooms—Dura-Clay tile, Gladding, McBean & Co., 
set in Anti-Hydro grout, Anti-Hydro Waterproofing Co. 
HARDWARE: By Schlage Lock Co., Stanley Works, and Norton 
Las.er Co. 

PAINTING: All paints by Sherwin-Williams Co. 

ELECTRICAL INSTALLATION: Wiring system—steel tube, Stee! 
City Mfg. Co. Switches—Hart Mfg. Co. Garden lighting—Kim Mfg. 
Co. Garage door opener—electric, Electric Doorman, Inc. 
KITCHEN EQUIPMENT: Range—Standard Electric Co. Refrigera- 
tor—Kelvinator Corp. Sink—Standard Sanitary Mfg. Co. 
LAUNDRY EQUIPMENT: Washing machine—Bendix Home Appli- 
ances, Inc. 

BATHROOM EQUIPMENT: All fixtures by Standard Sanitary Mfg. 
Co. Shower—Regal Mfg. Co. 

PLUMBING: Hot and cold water pipes—Streamline copper, Mueller 
Brass Co. 

HEATING: Warm air system all electric. Radiators, grilles, heaters, 
and thermostats, Thermador Electric Mfg. Co. 
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G§.3. HOUSE FOR HOWARD N. NIELSON, WETHERSFIELD, CONN. 














< ie esis a ” 


NORRIS F. PRENTICE, DESIGNER 
CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—Douglas fir 
studs, sheathing, building paper, Perfection 
shingles, U. S. Gypsum Co. rock lath and Na- 
tional Gypsum Co. Gold Bond plaster. 

ROOF: Covered with Perfection shingles. 
SHEET METAL WORK: Flashing and lead- 
ers—copper. Gutters—fir. Ducts—galvanized 
metal. 

INSULATION: Outside walls and ceiling—vU. 
S. Gypsum Co. Weatherstripping—Chamber- 
lin Metal Weather Strip Co. 

WINDOWS: Sash and screens—Silentite, 
Curtis Co. Inc. Glass—Lustra, quality 8B, 
American Window Glass Co. 

STAIR: Treads—oak. Risers—pine. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum. 

WALL COVERINGS: Main rooms—wallpaper. 
Bathrooms—Linowall, Armstrong Cork Co. 
WOODWORK: All material by Curtis Cos., 
inc. Garage doors—Stanley Works. 
HARDWARE: By Lockwood Hardware Mfg. 

















Co. 
PAINTING: Kitchen walls—enamel. Floors— 
fill, shellac, varnish and wax. Exterior walls 


—lead and oil. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX, General Electric Co. Switches-— 
tumbler. 

KITCHEN EQUIPMENT: Range and refrig- 
erator—Norge Co. 

BATHROOM EQUIPMENT: All equipment by 
Standard Sanitary Mfg. Co. 

PLUMBING: Hot and cold water pipes— 


s house a ground floor bedroom has produced the one-story appearance often con- 
d desirable. With only two bedrooms upstairs it has been possible for the architect 
ve the dormers to the rear. In other respects the plan also follows familiar precedents. 
e: 20,560, Cost: $5,700. 





brass. 

HEATING AND AIR CONDITIONING: 
Winter air conditioning system—Gar Wood 
industries, Inc. Thermostat— Minneapolis- 
Honeywell Regulator Co. 
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66. HOUSE FOR HARRISON WOOD, westrtetp, n. J. RAYMOND 0. PreK 


"age fs: ay Sal ge % © : : - - vm : ARCHIT! cr 





A house conventional in almost every 
respect, even to the time-hallowed false 
chimney on the garage wing. The ground 
floor plan shows a standard combination 
of living room, dining room and kitchen, 
and a very generous entrance hall. The 
transition from this space to the com- 
pact second-floor stair hall which serves 
three bedrooms has been very competently 
handled. Cubage: 33,200. Cost: $14,700. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—frame, 4 in. 
rock wool, sheathing, U. S. Gypsum Co. rock 
lath, weather boarding and brick veneer. 
CHIMNEY: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing—16 oz. 
copper. Gutters—fir, F. L. Long Co. Ducts— 
Armco iron, American Rolling Mill Co. 
INSULATION: Outside walls, attic floor and 
roof—4 in. rock wool, U. S. Gypsum Co. 
WINDOWS: Sash—double hung, white pine, 
Unique Window Balance Co. balances. 
STAIRS: Treads—oak. Risers—pine. Attic 
stair—Bessler Disappearing Stairway Co. 

WALL COVERING: Living room and bed- 
rooms—wallipaper, Imperial Paper & Color 

Co. and W. H. S. Lloyd Co. Halls—pine pan- 

eling. Kitchen and bathrooms—tile wainscot, 

Robertson Art Tile Co. 

WOODWORK: All white pine, Morgan Sash 

& Door Co. Garage doors—Frantz Mfg. Co. 
HARDWARE: By McKinney Mfg. Co. 

PAINTING: Paints by Cook & Dunn. 

ELECTRICAL INSTALLATION: Wiring sys- 

tem—BX. Switches—Arrow, Hart & Hege- 

man Electric Co. Fixtures—Robert Kraeuter. 

KITCHEN EQUIPMENT: Range—American 

Stove Co. Refrigerator—General Electric Co. 
Sink—Standard Sanitary Mfg. Co. Dish- 
washer—Westinghouse Electric & Mfg. Co. 

BATHROOM EQUIPMENT: All fixtures by 

Standard Sanitary Mfg. Co. 

PLUMBING: Hot and cold water pipes— 

Revere Copper & Brass, Inc. 

HEATING AND AIR CONDITIONING: Car- 

rier split steam air conditioning unit, with 

boiler, Carrier Corp. Radiators and valves— 

American Radiator Corp. Grilles—Tuttle & 

Bailey Mfg. Co. Thermostat—Minneapolis- 

Honeywell Regulator Co. 
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The small house with one bedroom elim- 

inates certain plan problems commonly 

encountered. Thus, bath and kitehen can 

be joined without the need for a hall to 

the bath, and direct access from the living 

room to the bedroom can be provided 

without loss of privacy. Rooms have been 

grouped within a compact rectangle, with 

an attractive bay window and porch as’ 
desirable added features. Cubage: 12,100, 
Cost: 86,050. 
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CONSTRUCTION OUTLINE 


FOUNDATION: Walis—concrete block. Cel- 
lar floor—concrete, gravel fill. Waterproofing 
—Aquadam, Johns-Manville Corp. 
STRUCTURE: Exterior wallis—studs, sheath- 
ing, building paper, beveled siding; inside— 
U. S. Gypsum Co. rock lath and plaster. In- 
terior partitions—studs, rock lath and plaster. 
Floor construction—joists, sub-floor and pine 
finish flooring. Ceilings—joists, rockwool and 
U. S. Gypsum Co. rock lath and plaster. 
ROOF: Covered with asphalt shingles. Deck 
—sheet metal, painted. 

CHIMNEY: Brick, clay tile lining. Damper— 
Peerless Mfg. Co. 

SHEET METAL WORK: Flashing—tin. Gut- 
ters, leaders and ducts—galvanized iron. 
INSULATION: Outside walls—4 in. rockwool. 
Ground floor—building paper. Roof—asphalt, 
Johns-Manville Corp. 

WINDOWS: Sash—white pine. Glass—double 
strength, quality A. 

FLOOR COVERINGS: Living room and bed- 
rooms—carpet. Entrance hall and bathrooms 
—tile. Kitchen—linoleum. 

WALL COVERINGS: Main rooms—wall- 
paper. Kitchen and bathrooms—enamel. 
HARDWARE: Brass and chrome plate. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—rigid and flexible conduit. Switches— 
Arrow, Hart & Hegeman Electric Co. 
KITCHEN EQUIPMENT: Range, refrigera- 
tor and sink—Pureaire unit, Parsons Co. 
BATHROOM EQUIPMENT: Fixtures by 
Kohler Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—soft copper. Tank—Zeolite 
Mfg. Co. 

HEATING AND AIR CONDITIONING: 
Warm air with Synchromatic air conditioning 
unit, winter humidification only, Synchroma.- 
tic Co. Grilles—Barber-Colman Co. Thermo- 
stats—Synchromatic Co. 
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_— A small house with unusually generous provision for 
| ° . . . rr 
circulation, especially on the first floor. The L- 


4 





sliaped stair works well upstairs and down, although 
the effect of openness on the second floor might well 


have been enhanced by the provision of a window. 





Bedrooms are modest but adequate, and the master 







































-— . suite uses the excellent scheme of a sleeping alcove 
mn INA | > attached to an ample sitting room. A sun deck over 
“sang alfa. the porch further increases the livability of this ar- 
rangement. A distinct modern note is evident in the 
. treatment of interiors and exterior, and blends well 
with the use of familiar precedent. Cubage: 31,900. ry 
Cost: $13,500. = 
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69. HOUSE FOR W. F. NEWTON, porHan, ALA. MORELAND GRIFFITH sry 





3 SPENCE, ARCHITECTS 





CONSTRUCTION OUTLINE 





FOUNDATION: Walls, footings—concrete. 
Waterproofing—L. Sonneborn Sons Co. 
STRUCTURE: Exterior walls—white pine 
boarding, cedar siding, U. S. Gypsum Co. 
sheet rock and plaster, Insulite sheathing 
and paper, some brick. Interior partitions— 
wood studs, hard wall plaster. Floor con- 
struction—wood sub- and finished floors. 
ROOF: Covered with stained cedar shingles. 
Deck—canvas, painted. 
CHIMNEY: Brick, terra cotta flue linings. 
Damper—Colonial Fireplace Co. 
SHEET METAL WORK: All Armco gal- 
vanized iron, American Rolling Mill Co. 
INSULATION: Outside walls—Insulite Co. 
and Sisalkraft Co. Roof—rock wool, Weather- 
stripping—spring bronze. 
WINDOWS: Sash—white pine, double-hung 
and Hope’s Windows, Inc. steel casements. 
Glass—double strength, quality A. 
STAIR: White wood, enamel finish and car- 
pet. 
FLOOR COVERINGS: Main rocms—carpet. 
Kitchen and bathrooms—linoleum. 
| WALL COVERINGS: Main rooms—wall- 
: Paper. Bathrooms—Vitrolite Div., Libbey- 
Owens-Ford Glass Co. 
WOODWORK: Trim, cabinets and interior 
doors—white wood. Exterior doors—white 
Pine. Garage doors—McKee Door Co. 
HARDWARE: By Sargent & Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—General Cable Co. Switches—Arrow, 
Hart & Hegeman Electric Co. 
KITCHEN EQUIPMENT: Range—gas, A. BD. 
Stove Co. Sink—Tracy Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 


Sta rd Sanitary Mfg. Co. Cabinets—Hal- 
lensheid & McDonald. 
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PLUMBING: Soil pipes—steel. Hot and cold 
water pipes—Anaconda copper, American 
Brass Co. Pump—Penberthy Injector Co. 

HEATING AND AIR CONDITIONING: 
Da e forced air system, filtered and hu- 
mid d, Dail Steel Froducts Co. Hot water 
= -Hotstream Heater Co. Kitchen fan— 

e 


Vind Corp. 
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69. HOUSE FOR W. F. NEWTON, vornan, 
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ALA. MORELAND GRIFFITH sMiTy 
ARCHITEC] 
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JOHN DAVID SWEENEY 
ASSOCIATE 





The extended plan, a common and prae. 
tical solution in warm climates, has one 
disadvantage in the length of corridor ye. 
quired. Here the corridor has been 
pleasantly related to the terrace and court 
that it becomes a factor in improving the 





plan. Its use has also given the bedrooms 
a degree of privacy not always attained 
where the court scheme is used. Cubage: 
38,276. Cost: $10,000. 





CONSTRUCTION OUTLINE 








FOUNDATION: Walls—brick on reenforceg 
concrete footings under veneer walls; brick 
piers and 4 in. curtain wall under frame. 
Waterproofing—Truscon Laboratories, Inc. 
STRUCTURE: Exterior walls—part brick 
veneer and part pine boards and battens, 
siding, sheathing, building paper, studs; in. 
side—T. & G. pine boards. 
ROOF: Covered with 30 Ib. felt and Carey. 
: ts, : stone asbestos shingles, The Philip Carey Co, 
Po ah ae ae $s 7 AEE “tn ee I ES ge CHIMNEY: Damper—Majestic Co. 
Fae Pit a Aur eg s in» SHEET METAL WORK: Armco iron 
Rt sade! eK tel : : ‘ 
throughout, American Rolling Mill Co. 
WINDOWS: Sash—wood, casement. Glass— 
single strength, Pittsburgh Plate Glass Co. 
WALL COVERINGS: Living room and bed- 
rooms—canvas and wallpaper, Imperial Paper 
& Color Corp. Kitchen and bathroom wallis— 
Masonite Wallboard, Masonite Corp. 
WOODWORK: Trim—pine. Interior doors— 
fir. Exterior doors—cypress. Garage doors— 
Overhead Door Corp. 
HARDWARE: By P. & F. Corbin. 
PAINTING: All paints by Lowe Bros. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—Romex cable, General Cable Corp 
Switches—tumbler, Bryant Electric Co. 
KITCHEN EQUIPMENT: Sink—Kohler Co 
BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Cabinet—F. H. Lawson Co. 
PLUMBING: Hot and cold water pipes— 
galvanized steel, National Pipe Co. 
HEATING: Three fireplaces and circulator 
type coal-fired heater in hall with hot water 
tank on back; General Electric Co. heater 
for summer, 
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Robert W. Tebbs Photos 
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HOUSE FOR GRAHAM DENTON, CHARLOTTE, N. €. 


LEAH RANGE ROBERTS, ARCHITECT 
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in of this house is essentially a rectangle, within which sleeping and living quarters 


ranged in parallel rows. Breaks in the rectangle occur where room sizes required 


\ disadvantage of the scheme, particularly in the South, is that through ventila- 
made impossible; on the other hand, it is more economical than the extended type 
The exterior is in the conventional local manner. Cubage: 10,345. Cost: $5,000. 
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CONSTRUCTION OUTLINE 





STRUCTURE: Walis—brick, Kendric Brick 
Co. Cellar floor—reenforced concrete on fill. 
Floor construction—joist, sheathing, sub- 
floor, oak finish flooring. Attic—sheathing, 
joists, U. S. Gypsum Co. rock lath and plaster. 
ROOF: Covered with 15 Ib. felt and shingles, 
Johns- Manville, Corp. 

SHEET METAL WORK: All 40 Ib. tin, 
Wheeling Corrugating Co. 

INSULATION: Attic floor—4 in. rock wool, 
Johns-Manville Corp. 

WINDOWS: Sash—white pine, Washington 
Sash & Door Co. 

FLOOR COVERINGS: Kitchen—linoleum. 
Bathrooms—ceramic tile, Wheeling Tile Co. 
Porches—tile, B. Mifflin Hood Co. 

WALL COVERINGS: Main rooms—wall- 
paper, Imperial Paper & Color Corp. Kitchen 
and bathrooms—wall paint, Sherwin-Wil- 
liams Co. 

WOODWORK: Trim—B. & B. pine Cabinets 
—pine; U. S. Plywood Corp. plywood doors. 
Doors—fir, Morgan Woodwork Co. 
HARDWARE: By Russell & Erwin Mfg. Co. 
PAINTING: Paints by Sherwin-Williams Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX, National Metal Co. Switches—tog- 
gle, Bryant Electric Co. Fixtures—Glasolier 
Co. 

KITCHEN EQUIPMENT: Sink—Standard 
Sanitary Mfg. Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinets—Miami 
Cabinet Div., Philip Carey Co. 

PLUMBING: Soil pipes—cast iron, Charlotte 
Pipe Foundry. Hot and cold water pipes— 
Youngstown Sheet & Tube Co. 

HEATING: Sunbeam warm air furnace, Fox 
Furnace Div., American Radiator Co. Hot 
water heater—kerosene burner, New Perfec- 
tion Stove Co. 
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4il. HOUSE FOR HERBERT D. SCHMIDT warren, micu. 





MAX COLTER, DESIGN} R 


A conventional Colonial treatme; 


which 
illustrates the extent to which modery plan 
arrangements have affected an Ot herwise 
traditional approach. There is a combined 
living-dining space; the laundry has beep 


moved out of the basement to an ample 


above-ground workroom; there is a down. 
stairs bedroom and bath, the latter being 
well located for use as a guest lavatory. 
Circulation is excellent. Cubage: 26,000. 
Cost: $7,200. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—siding, 30 |p, 
asphalt feit, Nu-wood sheathing, Wood Con. 
version Co., studs, rock lath and plaster. 
Floor construction—(lst.) hollow tile wit 
4 in. reenforced concrete slab; (2nd.) joists, 
sub-floor, oak finish fiooring. 

ROOF: Covered with slate shingles. 





Toncan iron 


RSCEEA NSE ESS 4 5 throughout, Republic Steel Corp. 

| ij SUNT PETETEELE INSULATION: Outside walls and attic floor 

Hit }4 REL ELL ' 1} . ; ' ’ —balsam wool, Wood Conversion Co, 
; hii 


Weatherstripping—Andersen Corp. 

FLOOR COVERINGS: Living room—carpet « 
over Ozite, Ozite Carpet Cushion Co. Bed. 
room and halls—oak block, E. L. Bruce Co. 
WALL COVERINGS: Living room—part 
pine, part plaster. Bathrooms—linoleum. 
WOODWORK: Trim and_ cabinets—white 
pine. Doors—Morgan Sash & Door Co. 
HARDWARE: By P. & F. Corbin. 
PAINTING: Interior paints by Berry Bros. 
Exterior walls—National Lead Co. 
ELECTRICAL INSTALLATION: Wire— 
General Cable Corp. Switches—Bryant Elec- 
tric Co. 

KITCHEN EQUIPMENT: Range—General 
Electric Co. Refrigerator—Kelvinator Corp., 
Div. General Motors Corp. Sink—Standard 
Sanitary Mfg. Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Soil pipes—cast iron, Republic 
Steel Corp. Hot and cold water pipes— 
Streamline, Mueller Brass Co. 

HEATING AND AIR CONDITIONING: Air 
conditioning without cooling, Delco Appli- 
ance Div., General Motors Corp. Thermostat 
—Minneapolis-Honeywell Regulator Co. 
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Robert W. Tebbs Photos 
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q2. HOUSE FOR HARRY A. THOMAS Fort LAUDERDALE, FLA. 


ROBERT M. LITTLE, ARCHITECT 
ROBERT HANSEN, ASSOCIATE 











The architect comments: “Briefly. the 
uch problem was to place a three-bedroom, 
alan two-bath bungalow on a 50-foot lot in a 
Wise good residential section. The prevailing 
ined southeast breeze necessitated open plan 
een ning for cross-ventilation, and the mild 
nple climate made possible the use of the open 
real gallery as a means of access to the bed 
se rooms. The design frankly attempts to 
wry. appeal to the eye (for its resale value 
00 , ° — s 7 or 

0. everything in Florida is for sale) .” Cub 
age: 25.000. Cost: $8,500 

st 

am CONSTRUCTION OUTLINE 

on- 

Ster. STRUCTURE: Exterior walls—8 in. con- 

with crete block, furring, rock lath and plaster 

ists, ROOF: Covered with Carey Co. slate surface 
felt roofing and Creole Tile Co. clay tile. 

SHEET METAL WORK: Flashing—Ana- 
iron conda, American Brass Co. 

INSULATION: Roof—Fir-Tex Insulating 
floor Board Co. Weatherstripping—Chamberlin 
Co. Metal Weather Strip Co. 

WINDOWS: Sash—steel casements, Hope's 
arpet Windows, Inc. Glass—double strength, 
Bed- quality B, Libbey-Owens-Ford Glass Co. 
> Co. FLOOR COVERINGS: Main rooms—oak, 
~part E. L. Bruce Co. Bath—tile, Franklin Tile Co. 
, ELECTRICAL INSTALLATION: Wiring 
white system — Romex, General Cable Corp. 

Switches—Bryant Electric Co. 

KITCHEN EQUIPMENT: Range and re- 
Bros. frigerator—Westinghouse Electric & Mfg. 

Co. Sink—Kohler Co. 

‘ire— BATHROOM EQUIPMENT: All fixtures by 
Elec- Kohler Co. Cabinets—The Philip Carey Co 

PLUMBING: Hot and cold water pipes— 
neral Cop-R-Loy, Wheeling Steel Corp. Water 
/orp., heater—Westinghouse Electric & Mfg. Co 
dard 
's by 
ublic 
pes— 

: Air 
\ppli- 
ostat 
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HAR US ARMSTRONG, ARCHITECT 











An example of the personal approach to 
the modern house, displaying a very free 
combination of corner windows and 
pitched roofs, smooth and heavily tex 
tured surfaces and decoration. The house 
was designed by the architect for use as 
his residence and office. The living and 
dining rooms represent a compromise be 
tween open and closed plan types, with 
an uninterrupted wall which is the most 
interesting feature of the design. The suc- 
cessful use of double-hung windows in this 
wall is illustrated below. Four bedrooms 
are compactly arranged in the corners of 
the second floor plan. A sloping site per- 
mitted the location of service quarters and 


playroom in the basement. Cost: $18,500. 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls and cellar floor—— con- 
crete. Waterproofing—Ironite, Western 
Waterproofing Co. 

STRUCTURE: Exterior walls—studs, sheath- 
ing, paper, expanded stucco mesh lath and 
stucco; inside—lath and plaster. Interior 
partitions—studs, lath and plaster. Floor 
construction—joists, sub-floor and oak finish 
flooring. 

ROOF: Covered with slate shingles. Deck— 
built-up asphalt and rag felt, aluminum 
paint. 

CHIMNEY: Brick, terra cotta flue lining. 
Damper—H. W. Covert Co. 

SHEET METAL WORK: Flashing, gutters 
and leaders—copper, American Brass Co. 
Ducts—galvanized iron. 

INSULATION: Outside walis and attic floor 
—glass wool blanket, U. S. Gypsum Co. 
Weatherstripping—Monarch Metal Weather 
Strip Co. 

WINDOWS: Sash—sugar pine. Glass—double 
strength, quality A. Glass blocks—Pittsburgh- 
Corning Corp. 

STAIR: Treads and risers—oak. Stringers— 
white pine. 

FLOOR COVERINGS: Main rooms—oak. Li- 
brary—rubber tile. Kitchen and bathrooms— 
linoleum. 

WOODWORK: Oak throughout. 
HARDWARE: By Sargent & Co. 
PAINTING: Ceilings—casein, U. S. Gypsum 
Co. Floors—wax, Minwax Co. Sash—Samuel 
Cabot, Inc. Exterior walls—Bondex, Reardon 
Co. 

KITCHEN EQUIPMENT: Range—Quick 
Meal, American Stove Co. Refrigerator— 
Seeger Refrigerator Co. Sink—Tracy Manu- 
facturing Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—corper. 

HEATING: Warm air, gas furnace, L. J. 
Mueller Brass Co. Grilles—Iindependent Reg- 
ister Co. Thermostat—Minneapolis-Honey- 
well Regulator Co. Hot water heater—Stand- 
ard Sanitary Mfg. Co. 
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HOUSE FOR WILLIAM E. LORENZ EcyprT, Mass. 


GEORGE R. PAUL, ARCHT'i ge7 


The architect comments: “The architec. 
tural character of this house was largely 
determined by the exquisite antique fyp. 


nishings of the owners, and by their 


preference for fine detail. Accordingly 
the Adam feeling in the design seemed 
appropriate. Its placing on the lot was 
determined by the magnificent maple tree. 
A fairly commodious front hall with jt 
delightfu. little curved stairway gives 
feeling of 1oterest immediately upon en. 
tering, and the arched entrance to the 
dining room which faces the visitor pro- 
vides a vista through 2 wide steel case- 
ment window at the end of the dining 
room and onto the terrace and flower 
gardens beyond.” Cubage: 22,788. Cost: 
$7,200. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—(front) brick 
veneer; others—studs, sheathing, asphalt 
paper and red cedar clapboards; inside—U 
S. Gypsum Co. rock lath and plaster. Floor 
construction—joists, fir sheathing and select 
oak flooring. Ceilings—furring, and U. S. 
Gypsum Co. rock lath and plaster. 

ROOF: Covered with 18 in. red _ cedar 
shingles. 

SHEET METAL WORK: Flashing—lead and 
copper. Gutters and leaders—wood. Ducts— 
galvanized iron. 

INSULATION: Outside walls and_ roof— 
Cabot’s Quilt, Samuel Cabot, Inc. Weather- 
stripping—Ceco, Concrete Engineering Co. 
WINDOWS: Sash—wood, double hung; some 
Fenestra steel, Detroit Steel Products Co 
Glass—single strength, quality B. 

STAIR: Risers and stringers—pine. Treads— 
oak. Rail—mahogany. 

FLOOR COVERINGS: Main rooms—oak 
Kitchen and ba hrooms—linoleum. 

WALL COVERINGS: Main rooms—wall- 
paper. Kitchen—fir plywood. Bathrooms— 
tile. 

WOODWORK: White pine throughout. 
HARDWARE: By Yale & Towne Mfg. Co. 
and Dexter, American Brass Co. 
PAINTING: All paints by Lowe Bros. Co. 
ELECTRICAL INSTALLATION: Wiring 
system—BX. Fixtures—direct, Pettincell- 
Andrews Co. 

KITCHEN EQUIPMENT: Range and re- 
frigerator—Westinghouse Electric & Mfg. 
Co. Sink and laundry sink—Standard sSani- 
tary Mfg. Co. Dishwasher—S. A. Conover Co 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Seat—C. F. 
Church Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper tubing. 
HEATING AND AIR CONDITIONING: 
Furnace, Holland Furnace Co., Furblo © 
blower, humidifying and cooling by a’ ¢!'- 
culation in summer. Grilles—pressed teel. 
Controls—Mercoid Corp. Hot water heeter— 
Westinghouse Electric & Mfg. Co. 

















tec. 
ely 
fur- 
heir 
gly 
ned 
Was 
ree, 

its 


en- 

the 
TO 
ASe- 
ling 
wer 


ast: 


yak 


all- 
_ 


ing 
ell- 


\fg. 
ini- 


7? nd 


1G: 
Co 


eel. 


r— 


a5. HOUSE FOR DR. H. B. LOUGHERY, NorTH MUSKEGON, MICH. 


BERNARD J. DeVRIES, DESIGNER, WALTER T. 
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irchitects comment: “The wooded lake front site, along with the fact of distance from 
ain section of the city, dictated many features of the plan. The only approach to the 
is by auto; hence, the location of the garage is near the road with direct connection 

front and side entrances. To best enjoy the view of the lake and the long garden 
in front, the living room was placed in a separate wing with exposure on three sides. 
iving, dining and breakfast rooms each have a picture window facing the lake. Cir- 
on from the garage to the house was worked out as directly as possible.” Cost: 
10. 
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ANICKA, ASSOCIATE 


CONSTRUCTION OUTLINE 





FOUNDATION: 
floor—concrete. 
cement plaster. 
STRUCTURE: Exterior walls—brick bearing 
wall and brick veneer, Wyndotte Brick Co., 
wood frame, studs, U. S. Gypsum Co. rock 
lath and plaster. Floor construction—joists, 
sub-floor and yellow pine finish flooring. 
ROOF: Covered with shingles, Creo-Dipt 
Co., Inc. 

CHIMNEY: Brick, burnt clay flue lining. 
Damper—Donley Bros. Co. 

SHEET METAL WORK: Ducts—galvanized 
iron. Flashing, gutters and deck—Armco, 
American Rolling Mill Co. 

WINDOWS: Sash—steel, casement, Vento 
Steel Sash Co. Glass—plate and double 
strength, quality A, Pittsburgh Plate Glass 
Co. 

FLOOR COVERINGS: Main rooms—carpet. 
Entry hall and bathrooms—glazed tile. Other 
rooms—linoleum. 

WOODWORK: Trim, cabinets and interior 
doors—gumwood. Exterior doors—white pine, 
Wenting Mfg. Co. 

HARDWARE: By Stanley Works. 
PAINTING: All paints by Sherwin-Williams 
Co. 

ELECTRICAL INSTALLATION: Wiring— 
Romex, General Cable Corp. Switches—tog- 
gle. 

KITCHEN EQUIPMENT: Sink—Elkay Mfg. 
Co. Cabinets—wood, Wenting Mfg. Co 
BATHROOM EQUIPMENT: All fixtures by 
Crane Co. Cabinets—Columbia Metal Box Co. 
PLUMBING: Soil, waste and vent pipes— 
cast iron. Drains—Josam Mfg. Co. Hot and 
cold water pipes—copper, Revere Copper & 
Brass Co. 


Walls—cement block. Cellar 
W aterproofing—waterproof 
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46.277. TWO HOUSES IN PRINCETON, Xj 








Two houses which indicate that sober 





respectability is not an exclusive at- 
tribute of the traditional styles. The 
plan of the Weyl residence, for in- 
stance, is quite conventional and 
might easily serve as the basis of the 
usual Colonial exterior. sThe Riefler 
residence is the more informal of the 
two, providing almost identical fa- 
cilities within an L-shaped outline. 
Both are well outside the small house 
category, with rooms of generous size, 


and ample services and storage space. 











Details such as cornices, wall mate- 


rials, garage doors and windows have 


been repeated in both houses, a pro- 











cedure which makes for economy and 
for a degree of harmony as unusual 
as it is fortunate. Cubage. Weyl 


residence: 52.000. Cost: $27,270. 





Cubage, Riefler residence: 45,000. 
Cost: $25,400. 












































HOUSE FOR PROFESSOR HERMANN WEYL 
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EV \NS, MOORE AND WOODBRIDGE, ARCHITECTS 


HOUSE FOR PROFESSOR WINFIELD W. RIEFLER 
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TWO HOUSES IN PRINCETON, N. 


INTERIORS OF RIEFLER HOUSE 
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EVANS,MOORE AND WOODBRIDGE, ARCHIT® ors 







CONSTRUCTION OUTLINE 





FOUNDATION: Walis—concrete block. Cel- 
lar floor—concrete. Waterproofing—R.|.W., 
Toch Bros. 

STRUCTURE: Exterior walls—cinder con- 
crete block, wood furring, U. S. Gypsum Co. 
rock lath and plaster. Interior partitions— 
studs, rock lath and plaster. Floor construc- 
tion—wood joists and finish flooring. Ceilings 
—plaster on metal lath. 

ROOF: Covered with Barrett Co. roofing. 
Deck—canvas and Celotex Corp. Traffic Top 
tile. 

CHIMNEY: Concrete block, terra cotta flue 
lining. Damper—H. W. Covert Co. 

SHEET METAL WORK: Flashing and gut- 
ters—copper, Anaconda, American Brass Co. 
Ducts—galvanized iron. 

INSULATION: Outside walls—Sisalkraft Co. 
Roof—4 in. rock wool. 

WINDOWS: Sash—casement, Hope’s Win- 
dows, Inc. Glass—Pennvernon, Pittsburgh 
Plate Glass Co. Glass  blocks—lInsulux, 
Owens-Illinois Glass Co. 

STAIRS: Main stairs—white oak treads; pine 
stringers and risers. Service stairs—oak. 
FLOOR COVERINGS: Living rooms—carpet. 
Kitchen—linoleum. 

HARDWARE: By Ostrander & Eshleman. 
PAINTING: Material by Pittsburgh Plate 
Glass Co. and John W. Masury & Co. 
ELECTRICAL INSTALLATION: Wiring 
system—General Electric Co. Switches— 
Despard, Pass & Seymour. 

BATHROOM EQUIPMENT: All fixtures by 
Crane Co. Seat—C. F. Church Mfg. Co. Cabl- 
nets—Charles Parker Co. 

PLUMBING: Soil and waste pipes—A. ™: 
Byers Co. Vent pipes—galvanized steel, 
Jones & Laughlin. Hot and cold water p'pes 
—brass. Tank—Dahlquist Co. 

HEATING AND AIR CONDITIONING: Gar 
Wood winter air conditioning system, Gar 
Wood Industries, Inc. Hot water heater— 
American Bosch Corp. 


TI 
W 





gs 


1g. 
op 


ue 





JURY REPORT 


AMERICAN GAS ASSOCIATION 


COMPETITION FOR COMPLETED HOUSES 


THE JURY: MILES L. COLEAN, Washington, D. C.; OTTO TEEGEN, New York, N. Y.; HUGH RUSSELL, 


Seattle, 


Washington; BERNARD M. JOHNSON, Chicago, Ill; GEORGE F. NIXON, Glenview, Ill. 


It is extremely interesting to compare 
the results of the first A.G.A. competition 
with the second. The first was an archi- 
tects’ paradise in which the solutions were 
based on hypotheses, and deuces were wild 
as far as ideas went (not the cube, which 
was given). The second dealt with reali- 
ties. No client was there in the first in- 
stance to insist on this or that “absurd” 
idea which invariably in the architect's 
mind ruins his whole scheme and ever 
after provides him with an alibi when the 
public fails to appreciate his latest master- 
piece. Having a free hand, the architect 
could promote his own pet theories on the 
homes of today and tomorrow. In a com- 
petition of that kind as long as the plan 
is good and the exterior design rational, if 
often dubious, the jurors are bound to give 
even the most radical design the benefit of 
the doubt. The result is that when the 
lay publie reviews those submissions it is 
apt to get the impression that a premium 
has been given only to those presenting 
novel ideas. On the other hand, the 
builder, serving both architect and public, 
finds there is a woeful lack of looking the 
problem of home building in the eye, by 
which he means, these designs do not meet 
his ilea of marketable houses, the kind he 
Wants and can sell the public. It would be 
hard lo say whose opinion was right. 


BUILDER AND ARCHITECT 


\ reasonable approach to discover 


whe! ver the results of the first competi 
tion vere only architects’ dreams on paper 
or | 


bingers of the future which the pub- 


> - of 


lic is accepting, was to have an exhibition 
of homes actually built during the last two 
years, and hence in every sense of the 
word, real. And in order that the builder, 
as contrasted to the architect, could show 
the results of his efforts, interest was stim 
ulated primarily among the builders. It 
was for this reason that the competition 
was directed “for builders and their archi- 
tects.” (As an architect and since the 
privilege is mine as author of this report, 
I am proud to say that in practically 
every case the prize designs submitted by 
the builders were “architect” designed.) 
The response among builders and devel- 
opers to meet the challenge was immedi- 
ate, as shown by the 2,175 registrations 
entered. 

We are now in a position to judge the 
results. Here are the “real” things which 
can be compared with the “visions.” And 
what do we find? Luckily, that both the 
architects and the builders are right. And 
that is to say the home builders, our 
clients, are really the ones who have de- 
cided this issue, for they have not been 
slow to see the progressive ideas which the 
profession keeps pounding at them con- 
stantly, while at the same time, since they 
hold the pocket book, they have lent a 
willing ear to the builders who place most 
emphasis on economics, resale value and 
such. It is encouraging to find that the 
combined efforts of the architects and 
builders have jockeyed along the building 
public to keep pace with modern trends, 
and after this particular race both can 
relax in mutual admiration of the “heroic” 


accomplishments of the other. 


THE JURY 


The jury for this competition, unlike 
the first, had a much more concrete pro 
gram to cope with. There were no strict 
requirements, such as number of rooms, 
total area, etc., which were items of study 
in the first competition. This was a free- 
for-all from which the jury had to make 
a choice, not unlike a buyer when he is 
introduced to a half a thousand dresses 
hanging on the racks, ranging.from thin 
cotton to heavy woolens, from sport 
models to evening wear, from the cheapest 
to the most expensive. The jurors were 
instructed to make their choice, but by all 
means choose the best! 

Although there were differences of opin- 
ion among the jury, there were no violent 
arguments; in fact there was an unusual 
unanimity in point of view. A jury com 
prised of two architects, two builders and 
an outstanding building magazine editor 
to control the balance of power, looked 
for exactly the same things, albeit the 
former had a tendency to premiate crea- 
tive design while the latter emphasized 
salability. Our first requirement was a 
good plan, the second a good exterior 
design compatible with it. In reviewing 
the plan, its exposure, the site, the size of 
rooms in relation to the size of house, as 
well as the relation of the rooms to each 
other and the manner in which they could 
be furnished, were duly studied. 

Despite the fact that nothing in the 
program suggested that the jury should 
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note the geographical location, it did take 
into consideration whether a house was 
built in the Southwest, the Northwest, the 
Middle West, the South or the East. 
(There were practically no submissions 
from the Southeast.) It felt it was justi- 
fied in making a distinction between 
houses from these various points since the 
living habits and climate of each lend 
themselves to different solutions. 


GEOGRAPHICAL TRAITS 


In general the submissions received 
from the Southwest (California) were one 
storied houses with an open plan allowing 
the rooms to enter out easily and freely 
to courtyards, terraces and verandas. Din- 
ing quarters are usually in an alcove off 
the living room when dining indoors is 
necessary. Window areas are large be- 
cause there is small worry about the 
heating bill. These features are in strong 
contrast to the requirements of  build- 
ing in the Northeast (New York and 
New England) where heating is a large 
budget item, and where smaller windows 
well weather-stripped are in order. Like- 
wise snow and inclement weather make 
the people in these parts live indoors prac- 
tically eight months out of the twelve, 
with the result that there is less emphasis 
placed on outdoor accessories such as Bar 
B-Cues, etc. Labor costs and real estate 
values in the East also put a premium on 
the California type of house that spreads 
over a large area. Economy dictates super- 
imposed stories on a compact plan. Ob- 
viously, then, the architects and builders 
of the North are tackling a different prop- 
osition from those in the South, and each 
deserves credit. The jury did not strain 
itself to make the geographical location 
the basis for an award, that is, take the 
best submission from each locality and 
give that a prize. Curiously enough, and 
only as a coincidence, they fell that way. 


SERVICE ROOMS 


The kitchen and the utility room and 
their relation to the dining room and the 
rest of the house were considered a part 
of our study of the plan, but the actual 
ability of both to function well was 
the jury’s third important consideration. 
Needless to say, there happened to be 
many submissions which showed an ad- 
mirable kitchen layout, but a bad general 
plan. It is undoubtedly pleasant to have 
a good kitchen and utility room in the 
home, especially an all-gas kitchen (no 
advertisement), but the kitchen is, after 
all, only one unit among the many which 
must function properly to make a good 
house. A bad plan with a good kitchen 
only could not be considered for a prize. 
Conversely a plan showing a good relation 
of rooms but with a bad kitchen arrange- 
ment was not prize material. As stated 
in the “Basis of Award” this jury tried at 
all times to “consider the appropriateness 
of the gas equipment chosen to the size 
and cost of the house, the convenience of 
the plan, pleasing qualities of the design, 
and ease of maintenance.” 


ARCHITECTURAL STYLE 


Encouraging was the quality of most of 
the designs submitted. Although the ma- 
jority were based on traditional pattern, 
there were many in the modern vernacu- 
lar. Between the two appeared what one 
might term a “transitional” type, best de- 
scribed as having its roots in something 
we recognize as traditional and yet in- 
corporating certain elements in plan and 
elevation of what we call the “modern,” 
mostly the European variety. The writer 
prefers to think this transitional type 
represents the basis of a truly American 
architecture. As a nation we have ever 
been prone to adopt architectural styles 
and credos from abroad. From the earliest 
Georgian adaptations in Colonial days to 
the most recent copies of some newly pub- 
licized European architect, we have failed 
to face the issue that we must do our own 
thinking and solve our own problems in 
our own way if we are ever to contribute 
anything vital to architecture. 

That the formative days are almost 
over and that original thinking is finally 
under way is happily manifested in count- 
less ways as one reviews the presentations 
in this competition. The story is not com- 
plete but it is in process. It will be slow, 
but as soon as we have learned to have 
confidence in our own talents, the result 
will be inevitable. Even those submissions 
showing houses based quite definitely 
on exterior designs prevalent in Europe 
seemed to be less slavish than heretofore 
in their use of foreign clichés such as 
cantilevered porticoes (built in wood here 
although the design of their predecessors 
was in concrete) , profuse glass areas where 
little was needed, or bands of windows 
running through bedrooms, closets and 
bathrooms or anything else that happened 
to be in the way for a desired and precon- 
ceived exterior effect. When architects 
decide that a house can have a roof and 
still be modern in the sense that it func- 
tions in all respects and serves our esthetic 
as well as practical requirements, an im- 
portant milestone has been passed in the 
history of American architecture. 


DEMERITS 


It is important to note that the jury 
took the point of view that inasmuch as 
this competition was essentially devoted 
to houses by builders, a great many of 
whom are also developers and realtors, it 
would be fairer to the spirit of the contest 
to credit those houses that would function 
for the “usual” family rather than the 
specific. There were several entries which 
showed plans that were not only striking 
but unusual, in fact so unusual that they 
would not satisfy the normal family at 
all, although they may be perfect for the 
particular clients living in them. To cite 
an instance, there were several rather large 
houses that provided no separate dining 
room but had a big living room at one 
end of which one could dine. There is no 
criticism of this preference in itself, but 
the jury was of the opinion most owners 
of houses of this size would demand a 


Comments on following pages written by the Jury. 
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separate room for dining and that there. 
fore these contestants were submitting q 
client’s rather special preferences Criti- 
cisms of this kind often resulted jy, rank. 
ing the contestant lower than someone 
else who produced as good a solution 
without having made the condition special. 

In addition to the five first and tep 
second prizes, ten more drawings were 
given Honorable Mention because of cer. 
tain points in their favor which put them 
in a class above the average. Some of 
them as a matter of fact were included at 
one time among the prize winners but yl 
timately fell into third position after yp. 
dergoing a barrage of likes and dislikes, 
pros and cons. Included in this number 
were plans which in the opinion of the 
majority of the jury appeared to fulfill a 
special family’s requirements only. In a 
couple of instances the criticism was 
aimed directly at the exterior treatment. 
particularly at some slightly cockeyed 
ideas, which, for all we know, may be the 
forerunners of the future. It is difficult 
for any one member of the jury to estab- 
lish this assumption, however, and so fol- 
lowing good democratic procedure, the 
majority vote ruled. 

Although the program included houses 
that had been remodeled or “modernized” 
few were submitted. 


CONCLUSIONS 


It seems unfortunate, not to say in- 
credible, that with a program as liberal as 
this, with so little of the builders’ or archi- 
tects’ time required to fulfill the require- 
ments (mandatory), so many could have 
failed to live up to the rules. Yet half a 
hundred entrants were not considered, 
merely because they failed to follow one 
or more of the six requirements, particu- 
larly the second. There were undoubtedly 
many good things among this number re- 
jected, but, in justice to those who did 
follow the rules, the competition director 
was forced to disqualify them. 

Of those that remained in the running, 
it should be said that, on a whole, they 
showed a high standard, far and above the 
average. To this writer a competition of 
this sort is invaluable, inasmuch as it 
becomes a report from all parts of the 
country on building conditions and often 
brings to light outstanding work where 
least expected. Following as it does the 
architects’ competition, it throws an in- 
teresting light on ideas that were pro- 
moted in the first contest which have 
become realities in the second. A good 
example is the design which placed first 
in the first competition and now receives 
another first prize as a completed house. 
This shows conclusively that the archi- 
tect, the builder and the client do under- 
stand and appreciate each other; and that, 
by the way, is the cornerstone of true 
progress. All of the contestants, whether 
prize winners or not, are to be congratu- 
lated on adding their talent to what we 
‘an call American architectural advyance- 
ment. Long live the effort! 


By Otto Teegen for the Jury 
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78 HOUSE NEAR PORTLAND, ORE: HoUTZ, McVOY & WAYMAN, arcurrecrs 


JOHNSON, WALLWORK AND DUKEHART 
CONSULTANT ARCHITECTS 
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g MURPHY AND DEAN CO. BUILDERS 
a 
riti- 
nk. $1,000 PRIZE—AGA COMPETITION 
‘one . . 
tion “Although the jury was not aware of it 
“ial, during the judgment, the plan of this 
ten house is essentially the same as that pre- 
vere sented by the same architects in the prize 
cer- winning design of the last A.G.A. com- 
vem petition. 
_ of “The completed house lives up to the 
l at —— gt sieel T 
— original drawings. The plan is compact, 
ul- ; : 
ve : So the relation of the rooms is excellent, the 
* Sas distribution of volume economical yet 
ber giving the maximum usage. The utility 
the room is well situated, large for its pur- 
Il a pose and serves as a vestibule to the 
na kitchen. The garage is in good relation 
Was to the service end of the house. The bed 
ent, rooms are separated by a hall from the 
yed living quarters and it is possible to get 
the . . : 
ab to them from the front door without go- 
ab- ee OR eae | ~ ing through the living room. 
fol- : — “The exterior is most attractive, making 
the ; good use of materials, and the roof has 
been well handled.” Cost: 88.450. 
USES 
ed” 
CONSTRUCTION OUTLINE 
STRUCTURE: Floor—4 in. slab of water- 
proofed concrete, 3-ply membrane, 1 in. con- 
, crete, 2 x 4 in. Wolmanized sleepers and 
un: 2x 4 in. joists at right angles, sub-floor, 
| as paper and finished floor on top. Walls—brick 
chi- veneer and stud construction. 
‘ire- INSULATION: Outside walls and ceilings— 
ave Fix-Tex Insulating Board Co. 
i HARDWARE: By Schlage Lock Co. 
a WALL COVERINGS: Wallpaper—Imperial, 
red, Imperial Paper & Color Co. 
one PAINTING: Dutch Boy, National Lead Co. 
icu- ELECTRICAL INSTALLATION: Wiring sys- 
“s tem and switches—General Electric Co. Fix- 
aly tures—Baker-Barkon Corp. 
re- KITCHEN EQUIPMENT: Range—Universal 
did gas, Cribben & Sexton. Refrigerator—Electro- 
ctor lux, Servel, Inc. 
BATHROOM EQUIPMENT: Fixtures’ by 
. Kohler Co. and Standard Sanitary Mfg. Co. 
ing, HEATING AND AIR CONDITIONING: 
hey Mueller gas era Climatrol air conditioning 
the unit, L. J. Mueller Furnace Co. Grill formed 
1 of by floor construction serves as ‘“‘cold air’’ 
j return duct and “warms” floor. Hot water 
3 it ; - heater—General Water Heater Corp. 
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79. HOUSE IN PASADENA, CAL. HAROLD J. BISSNER, ARCHITECT 


$1,000 PRIZE—AGA COMPET\Tigy 


“Although this house was designed |o take 


advantage of a particular site, its char. 
acter and plan are such that it could be 
built anywhere. It is typical of many 
one-storied California houses that open 


sasily to the outdoors and provide an 


eunetinesanemnlepessa 


outdoor living room as well as indoor, Jp 
this type of house the heating problem 
does not become important, but the unit 
is well located. 

“The exterior design is in every way com- 
patible with the plan—and in complete 
harmony with its setting. The choice of 
materials too has been carefully studied. 


The exterior is of redwood boards with 





mn : battens, all receiving but one coat of ray 

peer as linseed oil. The under side of the eaves 

4 : SO >. 3 n ; cit. 8. pp - q | i Uae ° =" ° ° ° : 

i 1 Pie Fie 4a : "ppg. af is finished with olive green paint. Again 

ae | badbd s ms ' ie it is proved that an attractive modern 

: ; ‘ house can be designed without exposing 
a single lally column!” Cost: $7,000. 
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FREDERICK J. ZIMOWSKI, BUILDER 


CONSTRUCTION OUTLINE 


Garnett Photos STRUCTURE: Exterior walls—redwood 
boarding, asphalt felt, Doug!as fir studs; in- 
side—gypsum plaster and_ stucco. Ficor 
construction—reenforced Diacrete concrete, 
Transit Mixed Concrete Co. 

ROOF: Covered with red cedar shingles. 
SHEET METAL WORK: Flashing—Armco, 
American Rolling Mill Co. Ducts—galv. iron. 
INSULATION: Outside walls and attic floor 
—Gimco, General Insulating & Mfg. Co. 
WINDOWS: Sash—wood, casement, Double 
Swing Window Co. Glass—single strength, 
quality B, Libbey-Owens-Ford Glass Co. 
FLOOR COVERINGS: Main rooms—carpet. 
Kitchen and bathrooms—linoleum. Shower— 
ceramic tile, Gladding, McBean & Co. 
WOODWORK: Trim—Douglas fir. Cabinets 
—Douglas fir and mahogany. Interior doors— 
Sturdibilt, M. & M. Woodworking Co. Garage 
doors—Holmes Mfg. Co. 

HARDWARE: By Schlage Lock Co. 
PAINTING: Paints by Sherwin-Williams Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Bryant Electric Co. Fix- 
tures—Pryne & Co. 

KITCHEN EQUIPMENT: Range—Sears- 
Roebuck. Refrigerator—Electrolux, Servel, 
Inc. Sink—Standard Sanitary Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized iron. 
HEATING AND AIR CONDITIONING: 
Forced air system, filterinn; furnace, Betz 
Heating Co., Inc. Water heater—Crane Co. 
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<3. HOUSE IN OAK PARK, ILLINOIS 











$1,000 PRIZE—AGA COMPETITION 


“This house made its appeal to the jury primarily through its straight-forward plan. 
he kitchen seems rather large for the number of cabinets shown on plan, but leaves 


Is mple adaptation of its type and if not exciting it has an air of substantiality.” 


Ci $17,000. 
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R. W. BRAMBERG AND CO., BUILDERS 


CONSTRUCTION OUTLINE 








valls free for future additions. In this plan and several others consideration of 
ent light in the enclosed upper hall was mentioned, but the decision prevailed that 
¢ the day a door from at least one of the bedrooms or the bath is quite certain to 
en. Less interested was the jury in the exterior design. Like the plan, however, it 


STRUCTURE: Exterior walls—stone veneer 
over studs, Celotex T. & G. Vaporseal insu- 
lating sheathing, Celotex Corp.; inside—U. S. 
Gypsum Co. rock lath and plaster. Floor con- 
struction—joists and oak finish flooring. 
ROOF: Covered with asbestos shingles. 
SHEET METAL WORK: Toncan 26 gauge 
iron throughout, Republic Steel Corp. 
INSULATION: Walls—Celotex Vaporseal, 
Celotex Corp. Roof—4 in. rock wool. 
WINDOWS: Sash—white pine; (basement) 
Fenestra steel, Detroit Steel Products Co. 
Glass—quality A, double strength, Libbey- 
Owens-Ford Glass Co. 

HARDWARE: By P. & F. Corbin. 
PAINTING: Exterior—Dutch Boy, National 
Lead Co. Interior—Pratt & Lambert paints. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—rigid conduit. Switches—tumbler. Fix- 
tures—Lightolier Co. 

KITCHEN EQUIPMENT: Range—gas, A. B. 
Stove Co. Refrigerator—Electrolux, Servel, 
Inc. 

BATHROOM EQUIPMENT: Kohler Co. 
HEATING AND AIR CONDITIONING: Sun- 
beam gas fired, winter air conditioning unit, 
Fox Furnace Div., American Radiator Co. 
Hot water heater—Everhot Heater Co. Heat- 
ing ducts—Toncan iron, Republic Steel Corp, 
Sump pump—Weil Co. 
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Bi. HOUSE IN WHITE PLAINS, N. Y. oscar A. de BOGDAN, ARCHITECT 






$1,000 PRIZE—AGA COMPETiTigy 


“Living and dining rooms open out pleas. 
antly on the porch which can thus be 
used for both purposes. A secret door 
next to the living room fireplace gives 
access to a recreation room in the base. 
ment, while under ordinary circumstances 
a door from the kitchen would be used. 
The second floor provides three bed. 
rooms, with two baths and plenty of 
closets. A spare bedroom and bath over 
the garage is now used as a study and 
for that reason is connected with the mas- 
ter bedroom. The exterior is straightfor- 
ward and_ well proportioned.” Cost: 
$15,500. 


DELVAL CONSTRUCTION CORP, 
BUILDERS 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls—Mahlstedt concrete 
blocks, Mahlistedt Materials, Inc. Waterproof. 
ing—Anti-Hydro Waterproofing Co. 
STRUCTURE: Exterior walls—red wood sid. 
ing, Red River Lumber Co.; inside—Red Top 
lath and plaster, U. S. Gypsum Co. 

ROOF: Covered with Bangor slate. 
SHEET METAL WORK: Flashing and lead- 
ers—Anaconda copper, American Brass Co. 
INSULATION: Palco, The Pacific Lumber Co. 
WINDOWS: Sash—Silentite, Curtis Cos., Inc. 
FLOOR COVERINGS: Main rooms—oak. 
Bath—tile, Franklin Tile Co. 

WALL COVERINGS: Living room and hall 
—sugar pine paneling, The Red River Lum- 
ber Co.; remainder—wallipaper, Richard E. 
Thibaut, Inc., Wolf Bros. and Philand Co. 
WOODWORK: Doors and_ trim—Silentite, 
Curtis Cos., Inc. 

PAINTING: Dutch Boy, National Lead Co. 
LIGHTING FIXTURES: Lightolier Co. 
KITCHEN EQUIPMENT: Range—Quality, 
Roberts & Mander Stove Co. Refrigerator— 
Electrolux, Servel, Inc. Cabinets—Murphy 
Door-Bed Co. 

BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Cabinet—Columbia Metal Box Co. 
PLUMBING: Hot and cold water pipes— 
Anaconda brass, American Brass Co. 
HEATING: Gas vapor system, C. A. Dunham 
Co. Water heater—Whitehead Metal Prod- 
ucts Co. 
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’°. HOUSE IN ABILENE, TEXAS, J. &. nucues, arcuitrect 
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H. L. RICE, BUILDER 


CONSTRUCTION OUTLINE 
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$1,000 PRIZE—AGA COMPETITION 
Like the house in Oak Park, this residence has most of its merits in the plan. It is 
built on a corner lot 100 x 140 ft. Its rooms are even more spacious and it has in addi- 
bon a first floor lavatory and library. On the other hand, it has no servants’ room in 
the house, but as is the custom in some parts of the South, the servants are quar- 
tered over the garage which for that reason is removed from the house. There are several 
questionable details such as the arrangement of fixtures within bathrooms and _ their 
r m to available windows, and the small window near the front corner of the living 


whose only function can be to balance the powder room window. The kitchen layout 
is excellent. 


exterior has a simplicity that is commendable.” Cost: $10,070, 











FOUNDATION: Reenforced concrete. Water- 
proofing—Stearox, Master Builders Co. 
STRUCTURE: Exterior walls—stucco on 18 
gauge galvanized mesh, Insulite Co. Bilt-Rite 
sheathing and Lok-Joint lath, studs, and 
plaster. Floor construction—sub-floor, oak 
finish flooring; foyer—marble on concrete 
slab, Georgia Marble Co. 

ROOF: Covered with Dutch Lap asbestos 
shingles, Ruberoid Co. 

SHEET METAL WORK: Galvanized iron 
throughout. 

INSULATION: Outside walls—Bilt- Rite 
sheathing and Lok-Joint lath, Insulite Co. 
WINDOWS: Sash—double hung, white pine, 
Huttig Sash & Door Co. Glass—single 
strength, quality B, Fourco Glass Co. 
FLOOR COVERINGS: Living and dining 
room—carpet. Bedrooms—oak. Kitchen— 
linoleum. Bathrooms—tile, Wheeling Tile Co. 
WOODWORK: White pine throughout. Gar- 
age doors—fir, Overhead Door Co. 
HARDWARE: By Schlage Lock Co. 
PAINTING: Walls and ceilings—sized and 
2 coats flat. Sash—3 coats lead and oil. 
ELECTRICAL INSTALLATION: Wiring 
system— Romex, General Cable Corp. 
Switches—Arrow, Hart & Hegeman Electric 
Co. Fixtures—Art Metal Co. 

KITCHEN EQUIPMENT: Range—Detroit 
Michigan Stove Co. Refrigerator—Electrolux, 
Servel, Inc. Sink—Kohler Co. Dishwasher— 
Edison-General Electric Appliance Co. 
BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Cabinets—Columbia Metal Box 
Co. 

PLUMBING: Hot and cold water pipes— 
Streamline, Mueller Brass Co. 

HEATING: Warm air, gas fired system, 
Payne Furnace & Supply Co. Grilles—Hart 
& Cooley Mfg. Co. Thermostat—Minneapolis- 
Honeywell Regulator Co. Hot water heater 
—Hotstream Heater Co. Kitchen fan—Gen- 
eral Electric Co. 
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B33. HOUSE IN BROOKLINE, MASS., royaAL BARRY WILLS, ARCHITECT 


$500 PRIZE—AGA COMPETITIigy 


“This house was chosen by Life \[aga- 
zine and in cooperation with the archj- 
tect was built for families in the $5,000. 
$6,000 income group. It has distinguished 
architectural quality. The jury liked the 
plan, except the rather long hallway for 
this size house which connected the 
kitchen to the front hall. 

“There were many submissions that had 
their inspiration in Colonial work but 
few that were able to show as well as 
this that that style could still be made 
spirited and vital for present day use.” 
Cost: $10,000. 
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HOMER T. BROWN INC., BUILDERS 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—fir framing, 
matched fir sheathing, cedar shingles; inside 
—rocklath and U. S. Gypsum Co. plaster. 
ROOF: Covered with Munsen slate, Rising 
and Nelson Slate Co. 

SHEET METAL WORK: Flashing and lead. 
ers—16 ounce copper. Ducts—galv. iron. 
INSULATION: Outside walls and attic floor 
—fiber blanket, Sterling Fiber Co. 
WINDOWS: Sash—double hung wood and 
wooden casements. Glass—single strength. 
FLOOR COVERINGS: Living room, bedrooms 
and halls—oak. Kitchen—linoleum. Bath—tile. 
HARDWARE: By Russell and Erwin Mfg. Co. 
PAINTING: Ceilings— Calcimine. Floor— 
filler, two coats shellac, wax. Exterior—paint, 
E. 1. Du Pont de Nemours and Co., Inc. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Fixtures—Lightolier Co., also 
fluorescent lighting in kitchen, living room 
and bathroom. 

KITCHEN EQUIPMENT: Range—Glenwood 
Range Co. Refrigerator—Electrolux, Servel, 
Inc. Kitchen fan—Radia, F. W. Shepler Stove 
Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Cold and hot water pipes— 
Mueller Brass Co. 

HEATING AND AIR CONDITIONING: 
Winter air conditioning, filtering and humidi- 
fying. Boiler—gas fired, General Electric Co. 
Thermostat—Minneapolis-Honeywell Regula- 


tor Co. Hot water heater—Ruud Mfg. Co. ; 
: Russell B. Harding 
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g 4. HOUSE IN PORTLAND, ORE. J. WAYLAND OWEN, DESIGNER AND BUILDER 
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$500 PRIZE—AGA COMPETITION 
“" 


are 





s small bungalow would undoubtedly fill the bill for many families although there 
ertain inconveniences, such as the necessity of going through the dining room every 
one wishes to go to the front door. To some this will be no great objection but 
iry did not commend the solution. The kitchen layout is first class and well related 
garage although the necessity of going through the garage to reach the kitchen 
s not good practice. 
exterior shows a conflict of interest between the main entrance shelter and the 
ing gable wing with the bay window, but the rest is simple and effective.” Cost: 


) 


A, L. Junken 


CONSTRUCTION OUTLINE 





STRUCTURE: Frame type of dry wall con- 
struction with 12 in. pine siding. Floor con- 
struction—white oak finish flooring, E. L. 
Bruce Co. Ceilings—Nu-Wood, Wood Con- 
version Co. 

ROOF: Covered with red cedar shingles. 
INSULATION: Walls and ceilings—Balsam 
wool blanket type and Nu-Wood insulation 
board and tile, Wood Conversion Co. 
WALL COVERINGS: Kitchen and living 
room—Schumite Plasterboard, Schumacher 
Wall Board Corp. and Texolite, U. S. Gyp- 
sum Co. Dining room and bedrooms—Nu- 
Wood insulation board, Wood Conversion Co. 
WOODWORK: All millwork by Nicolai-Nep- 
pach Co. Cedar lined closets—E. L. Bruce Co. 
KITCHEN EQUIPMENT: Range—Norge 
Corp. Refrigerator—Electrolux, Servel inc. 
Sink drainboard— Micarta, Westinghouse 
Electric & Mfg. Co. Cabinets—Nicolai-Nep- 
pach Co. 

HEATING: Furnace—Electro Gas Furnace 
Co. Hot water heater—DeSoto, Ruud Mfg. Co. 
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85. HOUSE IN LAGUNA BEACH, CAL. Ausrey ST. CLAIR, ARCHITECT 









SMITH CONSTRUCTION CO., BUILDERS 
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$500 PRIZE—AGA COMPETITION 


“This is another California house which takes full advantage of its location. The bed- 
rooms are well isolated from the living quarters and approachable from the outside 
through the common entry. The service area is well placed and its parts efficiently 
related to an exceptionally fine kitchen. The criticism that the kitchen is too far removed 
from the front entry was deemed valid. 

“The bird’s-eye view of the elevation is very effective, although the jury was of the 
opinion that a little simplification of the service portion would have been ‘o the good, 
for it would have eliminated the necessity for the multiple roof hips and _ valleys.” 
Cost: $9,864.15. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—l x 10 in. 
redwood level siding, Holmes Eureka Lum- 
ber Co.; below siding—stucco over 16 gauge 
galvanized wire mesh. Interior partitions— 
studs, stucco, California Stucco Co., rock 
lath, U. S. Gypsum Co. 

ROOF: Covered with red cedar shingles. 
CHIMNEY: Damper—Superior Fireplace Co. 
Gas incinerator—Smith Engineering Co. 
SHEET METAL WORK: Flashing, down- 
spouts and gutters—26 gauge Armco, Ameri- 
can Rolling Mil! Co. Weatherstripping— 
Chamberlin Metal Weather Strip Co. 
WINDOWS: Sash—wood, casement. Glass— 
double strength, quality A, Pennvernon, 
Pittsburgh Plate Glass Co. 

FLOOR COVERINGS: Living room, bed- 
rooms and halls—clear plain red oak. Kitchen 
and maid’s bath—linoleum; other baths—tile, 
Gladding, McBean & Co. 

HARDWARE: By Schlage Lock Co. Garage 
door—Wread Overhead Door Co. 
PAINTING: All paints by Sherwin-Williams 
Co. Exterior stucco—l coat Luminall, Na- 
tional Chemical & Mfg. Co. 

KITCHEN EQUIPMENT: Range—Magic 
Chef, American Stove Co. Refrigerator— 
Electrolux, Servel, Inc. 

BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Cabinets—Hallensheid & McDon- 
ald Co. 

PLUMBING: Soil pipes—cast iron, Pacific 
Foundry Co. Hot and cold water pipes—gal- 
vanized, Fretz-Moontube Co. 

HEATING: Two electrically controlled fur- 
naces, Payne Furnace & Supply Co. Hot 
water heaters—General Water Heater Co: 
Registers—Payne Furnace & Supply Co. and 
Hart & Cooley Co. 
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gi5. HOUSE IN ROCHESTER, N. Y. GEoRGE W. LONG, DESIGNER AND BUILDER 


$500 PRIZE—AGA COMPETITION 


“The remarkably low cost of so much 
house is largely responsible for the selec 
tion of this design as one of the prize 
winners. It is erected in a working-class 
neighborhood and the builder aimed to 
give for $5,600, ‘all the modern conven- 
iences and appliances possible’ and to 


show, as well, that houses in this class 


vifeit 


‘can be heated by gas without produc- 
ing an undue strain on a workingman’s 
income.’ 

“The exterior has no pretentions but it 


is obvious that a limited pocketbook and 





the need for a maximum of space were 
controlling factors in the design. 
“The plan is elementary and. yet ex 


tremely compact and gives all the essen 





tials to living, including a very large liv- 
R. G. & BE. Photos ing room and three bedrooms plus a base 


ment. With such a good plan, the eleva 





tion could be vastly improved with a 
little more study.” Cost: $5,600. 
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P CONSTRUCTION OUTLINE 
STRUCTURE: Exterior wails—studs, wood 
0. sheathing, building paper, rock lath and plas- 
ter, U. S. Gypsum Co. Interior partitions— 
ne rock lath and plaster, U. S. Gypsum Co. Floor 
i construction—joists, oak finish flooring. 
a ROOF: Covered with wood shingles. 
CHIMNEY: Damper—Donley Bros. Co. 
a SHEET METAL WORK: Flashing—40 Ib. 
in, tin. Gutters and leaders—26 gauge galv. iros. 
INSULATION: Outside walls, attic floor and 
d- roof—rock wool. 
" WINDOWS: Sash—double hung; complete 
le, storm sash. Glass—quality A. 
FLOOR COVERINGS: Main rooms—oak. 
ge Kitchen—linoleum over plywood. Bathrooms 
—tile. 
” WOODWORK: Pine throughout. Cabinets— 
a Coppes, Inc. 
HARDWARE: By P. & F. Corbin. 
a PAINTING: All paints by E. I. Du Pont de 
= Nemours & Co. 
ELECTRICAL INSTALLATION: Wiring— 
bY breaker system. Switches—toggle. 
KITCHEN EQUIPMENT: Range—Glenwood 
fic Range Co. Refrigerator—Electrolux, Servel, 
\. Inc. Sink—Standard Sanitary Mfg. Co. Cab- 
inets—Coppes, Inc. 
™ PLUMBING: Hot and cold water pipes— 
m Streamline copper, Mueller Brass Co. 
| HEATING AND AIR CONDITIONING: 
ce Bryant air conditioning unit, Bryant Heater 
Co. Hot water heater—Penfield automatic, 
John Wood Mfg. Co. 
M oe 
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827. HOUSE IN TULSA, OKLA. L. KING DICKASON, ARCHITECT 





$500 PRIZE—AGA COMPETITION 


“This submission was a strong contestant 
with the house from Abilene, Texas, and 
has many things in its favor which the 

other house has not, more particularly 
= an outside enclosed porch and a garage 
attached directly to the house and a 
servants’ quarters attached thereto. 
“The plan of the main house is direct 
and simple with a good kitchen. The 
bedrooms on the second floor are ample, 
with plenty of closet space and good 
baths. 


“The exterior has an interesting com- 





bination of materials and good lines,” 
Cost: $11,657. 


Willer 


Photos 




















FARMER AND DURAN, BUILDERS 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls and _ footings—reen- 
forced concrete, waterproofed. 
STRUCTURE: Exterior walls—No. 1 common 
brick, yellow pine framing and red cedar sid- 
ing. Floor construction—2 x 10 in. joists, 16 
in. o.c., studs, sub-floor and oak finish floor- 
ing. Ceilings—joists and rafters, 3 coats Gold 
Bond plaster, National Gypsum Co. 
ROOF: Covered with cedar shingles. 
SHEET METAL WORK: Armco 26 gauge 
galvanized iron throughout, American Roll- 
ing Mill Co. 

INSULATION: Walls—Vaporseal Celotex, 
Celotex Corp. Ceilings—Balsam wool, Wood 
Conversion Co. 

WINDOWS: Sash—Andersen Master Units, 
Andersen Corp. Screens—metal, 16 mesh cop- 
per wire. Glass—Pittsburgh Plate Glass Co. 
FLOOR COVERINGS: Main rooms—oak. 
Kitchen—linoleum. Bathrooms—tile. 

WALL COVERINGS: Living room—canvas; 
other rooms—wallipaper. Library—cypress 
paneling. 

WOODWORK: Doors—6-panel white pine. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—rigid conduit. 

KITCHEN EQUIPMENT: Range—Magic 
Chef, American Stove Co. Refrigerator— 
Electrolux, Servel, Inc. Cabinets—Whitehead 
Metal Products Co.; drainboards— Monel 
Metal, International Nickel Co. 

BATHROOM EQUIPMENT: All fixtures DY 
Kohler Co. Pipes—cast iron and lead, extra 
heavy. Dressing table (master bath)—Pitts- 
burgh Plate Glass Co. 

HEATING AND AIR CONDITIONING: C 
plete year-round system of heating and 
conditioning by Bryant Heater Co. 
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gi:. HOUSE IN LOS ANGELES, CAL. 


RAYMOND STOCKDALE, DESIGNER AND BUILDER 
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S500 PRIZE—AGA COMPETITION 


competitor handled a rather difficult site in an orderly way and obtained full 
tage of his views. The method of getting to the east bedroom via the front bedroom, 
ilso as a study, or if that is occupied, via the living room, seems awkward and tends 
t up the west wall of the living room. It would seem better to remove the front 
om closet and put it on the wall next to the bathroom, and let the bedroom hall 
ue straight to the entry. The exterior is stuccoed and painted yellow and white.” 
of building: $3,900. 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walis—2 x 6 in. studs 
to keep trim for Venetian blinds flush with 
wall. Interior partitions—2 x 4 in. studs. 
ROOF: Covered with Pabco asbestos shingles, 
Paraffine Cos. Deck—covered with building 
paper, 15 Ib. felt, 120 Ib. cap sheet. 
SHEET METAL WORK: Canopies—Armco 
24 gauge galvanized iron, American Rolling 
Mill Co. 

WINDOWS: Sash—stationary and casement, 
wood, Win-Do cranks, Casement Hardware 
Co. Glass—quality B, Libbey-Owens-Ford 
Glass Co. 

FLOOR COVERINGS: Den, bedroom and en- 
try hall—block flooring, E. L. Bruce Co.; one 
bedroom—red oak. Bathroom—rubber tile; 
shower—ceramic tile, Gladding McBean & 
Co. Kitchen—linoleum. 

WALL COVERINGS: Hardwall plaster on 
rock lath, U. S. Gypsum Co. and wallpaper. 
HARDWARE: By Schiage Lock Co. 
WOODWORK: All cabinet work by Pacific 
Cabinet Co. 

PAINTING: Material by General Paint Co.; 
exterior stucco paint by Sherwin-Williams 
Co. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Fixtures—direct and recessed 
panels in ceilings. 

KITCHEN EQUIPMENT: Range—O’'Keefe 
& Merritt. Refrigerator—Electroiux, Servel, 
Inc. Drainboards—-Goodyear Tire & Rubber 
Co. 

BATHROOM EQU:!PMENT: All fixtures 
Briggs’ Beautyware, Briggs Mfg. Co. Fit- 
tings—chromium plated, Mueller Grass Co. 
Shower door—Ornamental Art Glass Co. 
HEATING: Gravity heating unit with ther- 
mostatic control, S. T. Johnson Co. Hot 
Water heater—Superbo Mfg. Co. 
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89. HOUSE IN MT. PLEASANT, N. Y. Weis AND MERRILL, ARCHITECT: 
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MICHAEL RAPUANO, LANDSCAPE ARCHITECT AUGUST NELSON, BUILDER 





CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—brick veneer 
on wood frame construction. 

ROOF: Covered with Barrett Co. 5-ply roof- 
ing. 


ell 
i bee vq ] ; INSULATION: Walls and roof—4 in. rock 
Te: gi wool bats, paper covered, Ruberoid Co. 

bs che 7 me 











WINDOWS: Sash—casement, Hope's Win- 
* dows, Inc. Glass—Libbey-Owens-Ford Glass 
| ¥ Co. Screens—Hope’s Windows, Inc. Glass 


=a block—Owens-Illinois Glass Co. 
FLOOR COVERINGS: Main rooms—oak 
iT Harris Flooring Co. Dining room—cork tile, 
Us Armstrong Cork Co. Gallery—rubber, U. S. 
Ooty \ Rubber Co. 
~~ (7 WOODWORK: Doors—fiush, Sturdibilt, M. & 





M. Woodworking Co. Garage doors—Barber- 


Colman Co. 
+ ELECTRICAL FIXTURES: Kurt Versen, Inc 
| KITCHEN EQUIPMENT: Range—Strand 


ae Universal, Cribben & Sexton Co. Refrigerator 





—Electrolux, Servel, Inc. Dish washer—Gen 


} LAUNDRY EQUIPMENT: Dryer—Thor, 
L aoe ai 


eral Electric Co. Cabinets—Excel Metal Co 
Hurley Machine Co. 


BATHROOM EQUIPMENT: All fixtures by 
Crane Co. Accessories by Parker Co. 
ae: HEATING AND AIR CONDITIONING: Car- 
si ’ ' ‘ -s ' rier gas burning furnace and air conditioner, 
steam system, filtered and humidified, Car- 




















rier Corp. Hot water heater—Ruud Mfg. Co. 

$500 PRIZE—AGA COMPETITION 
{-—* “This was the largest house presented in the competition. The jury was im 
pressed, however, not only by the size but by the many good features incor 
porated in the plan. A rather glorified gallery and staircase holds the key te 
' all communication, but all rooms are ample and the living and sleeping (ar 
ters have easy access to terraces and balconies. The kitchen and pantry are 
exceptionally well arranged and have abundant light. There seems to be a good 
deal of waste space in the halls, and although an inside bathroom for the sues! 
is perfectly practical it would seem that in a house of this size it could have 

BASEMENT 








rated an outside exposure.” Cost: $52,920. 
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FRANK KIRKPATRICK, DESIGNER AND BUILDER 
MENDEL GLICKMAN, ASSOCIATE DESIGNER 
$500 PRIZE—AGA COMPETITION 


The builder states that these double houses represent an attempt to meet the challenge 
of an article in Fortune Magazine on the $30-a-month house. 

“These compact modern living quarters cost the tenant $28 per month, including equip- 
ment, but exclusive of garage. Total bills for gas for all purposes during the ten-month 
period from September to July were on an average of $85 for each family. 

“The plan is extremely compact, but adequate to house a small family. Meals are obvi- 
ously taken in the kitchen; the gas heater, because it is centrally located, is very efficient. 
“the light and air for the small bedroom would appear from the plan to be very 
inadequate, 

“The exterior lacks charm but again one must consider that the builder was trying to 
erect it for as little cost as possible and also had in mind reducing the upkeep to a 
mum. For that reason the exterior shingles are left to weather and small refine- 
ts went by the board. 


Y 


e jury was of the opinion that with very little additional cost something much more 
nctive could be obtained.” Cost: $4,600, for two dwellings, 


~ 


- TOBER 'et2s 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior wallis-—Red cedar 
shingles, *; in. plywood sheathing, 2 x 4 in. 
studs, 16 o.c. 4 x 4 in. studs at openings. 
Interior partitions—2 x 4 in. studs, %, in. fir 
plywood, 2 in. battens. Floor construction— 
2 x 8 in. joists, 16 in. o.c. in. plywood 
sub-floor. 

ROOF: Covered with red cedar shingles on 
*; in. fir plywood sheathing. 

SHEET METAL WORK: Armco 26 gauge 
galvanized iron, American Rolling Mill Co. 
INSULATION: Outside walis—fiute paper, 
Kieckhefer Container Co., between studs, 
Rexford Vaporseal inside, Rexford Paper Co. 
Attic floor—rock wool, Union Rock Wool Co. 
WINDOWS: Sash—Ponderosa pine, case- 
ment. Glass—single strength, quality A, Lib- 
bey-Owens-Ford Glass Co. Screens—inswing- 
ing, bronze mesh, wood frame. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen—linoleum. Bathrooms—Presdwood, 
Masonite Corp. 

HARDWARE: Lockwood Hardware Mfg. Co. 
PAINTING: Main rooms—Rez, Laux Co. and 
wax, Minwax Co. Kitchen and bath—enamel. 
ELECTRICAL INSTALLATION: Switches— 
Arrow, Hart & Hegeman Electric Co. Fix- 
tures—Moe Bros. 

KITCHEN EQUIPMENT: Range—Linde- 
mann & Hoverson Co. Refrigerator—Electro- 
lux, Servel, Inc. Sink and laundry sink— 
Standard Sanitary Mfg Co. 

BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Cabinets—The 
F. H. Lawson Co. 

HEATING AND AIR CONDITIONING: Jani- 
trol heating system, humidifying, circulation, 
filtering, Surface Combustion Corp. 
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A. E. DOYLE AND ASSOCIATE, ARCHT!E¢7s 


re £ Ie i Meuinie 


93. HOUSE IN PORTLAND, ORE. 


MENTION—AGA COMPETITigy 


“The plan and elevation of thi 
were among the most outstandi ig sub. 
mitted in the competition. Taking ful] 
advantage of the site, the plan adapts 


house 


itself in every way, including econom, 
in construction. The Jury were of the 
opinion, however, that it was a rather 


special plan, that is, one built for 





a 
particular site and a_ particular client. 
The relation of the living room to the 
kitchen and bedrooms is good although 
it would appear, particularly from the 
interior view, that free access to and 
from the bedrooms was _ prevented by 





furniture arrangement. Both bedrooms 
would appear to have little cross-cireula- 

tion although no doubt the uninterrupted 

wall areas make for good furniture lay- 

out.” Cost: $5,100. 


























—_— 


C. O. RODGERS, BUILDER 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—plaster, sti.o 
sheathing, Sisalkraft Co. paper, spruce s° 
ing and Columbia Brick Works brick veneer 
INSULATION: Attic—Thermax, Celotex Corp. 
WINDOWS: Casements, Vincent Whitney Co. 
Screens—Roll-a-way Window Screen Co. 
FLOOR COVERINGS: Living room—carpet, 
Bigelow-Sanford Carpet Co. 

WOODWORK: Doors—Sturdibilt, M. & M. 
Woodworking Co. Garage doors—Overhead 
Door Co. 

HARDWARE: By Russell & Erwin Mfg. Co. 
PAINTING: Walls and ceilings—Texolite, U. 
S. Gypsum Co. Sash—lead and oil, W. P. 
Fuller Co. Exterior walls—iron cloride stain 
and clear Minwax, Minwax Co. 

KITCHEN EQUIPMENT: Range—gas, Crib- 
ben & Sexton Co. Refrigerator—Electrolux, 
Servel, Inc. Sink—General Electric Co. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. 

PLUMBING: Hot and cold water pipes—dgal- 
vanized, Fritz-Moon Co. 

HEATING AND AIR- CONDITIONING: 
Warm air system, filtering, humidifying and 
partial cooling, L. J. Mueller Furnace ©0- 
Furnace—gas, Sidney S. Day. Thermostats— 
Minneapolis-Honeywell Regulator Co. Hot 
water heater—Penfield, John Wood Mfg 






































Boychuk Photos 
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MENTION—AGA COMPETITION 


“For a small and compact plan and a 


traditional elevation, this house = satis- 


fies every requirement a small family 
might have. Taking care of the garage 
with a lean-to seems in no way to de- 
tract from the appearance of the main 


body of the house.” Cost: $10,800. 
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NORTH HAVEN, CONN. rRosertT &. s. BOOTH. ARCHITECT 





Y. H. AND V. F. LARSEN, INC., BUILDERS 








eS. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—studs, sheath- 
ing, waterproof paper, 18 in. shingles. In- 
terior partitions—U. S. Gypsum Co. rock 
lath and plaster. 

ROOF: Perfection cedar shingles. 

SHEET METAL WORK: Anaconda copper 
throughout, American Brass Co. 
INSULATION: Outside walls and 2nd. floor 
ceiling—Gimco rock wool, General Insulating 
& Mfg. Co. Weatherstripping—Accurate 
Metal Weather Strip Co. 

WINDOWS: Sash—Narrow Line, Andersen 
Corp. Glass—Pittsburgh Plate Glass Co. 
FLOOR COVERINGS: Kitchen and lavatory 
—linoleum. Bathroom—tile, Mosaic Tile Co. 
WALL COVERINGS: Main 
paper, Richard E. Thibaut, Inc. 
HARDWARE: By Schlage Lock Co. Garage 
doors—Overhead Door Co. 

ELECTRICAL INSTALLATION: Wiring 
system—BxX. Switches—Arrow, Hart & 
Hegeman Electric Co. Fixtures—Lightolier 
Co. 

KITCHEN EQUIPMENT: Range—George D. 
Roper Corp. Refrigerator—Electrolux, Servel, 
Inc. Sink—Kohler Co. ‘ 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Shower—Speak- 
man Co. Cabinet—Charles Parker Co. 
PLUMBING: Hot and cold water pipes— 
Anaconda brass, American Brass Co. 
HEATING AND AIR CONDITIONING: Sun- 
beam winter conditioning unit, warm circu- 
lating air, automatic humidification, Fox 
Furnace Co., Div. American Radiator Co. 
Grilles—Tuttle & Bailey Mfg. Co. Thermostat 
—Minneapolis-Honeywell Regulator Co. Hot 
water heater—Kompak, American Bosch Corp. 





rooms—wall- 
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95. HOUSE IN LOS ANGELES, CAL. RAPHAEL s. SORIANO, DESIGNER 


MENTION—AGA COMPETirig,y 


“This is, again, a plan made for special 
client’s needs although almost any fam. 
ily could adapt itself to it. The relation. 
ship between the kitchen and utility room 
is very good, and the maximum amount 
of space and light is achieved in the liy. 





ee SS 


ing room. The fenestration running along 
the dining alcove, kitchen and _ utility 
room seems to be a little forced, with 
perhaps more light than one needs or 
can take.” Cost: $5,300. 








CONSTRUCTION OUTLINE 


FOUNDATION: Walls—continuous concrete. 
STRUCTURE: Exterior walls—Douglas fir, 
stucco outside; inside—plaster and redwood 
plywood, U. S. Plywood Co. Floor construc. 
tion—Douglas fir sub-floor and finish floor. 
ing. 

ROOF: Covered with 15 Ib. felt and asbestos 
cap sheet, Johns-Manville Corp. 

SHEET METAL WORK: Ducts—tin; re. 
mainder—galvanized iron, American Rolling 
Mill Co. 

WINDOWS: Sash—Druwhit Metal Products 
Co. Glass—demi-plate and double strength, 
quality A, Libbey-Owens-Ford Glass Co. 
Screens—Roll-Away Window & Screen Co. 
STAIR: Douglas fir covered with linoleum. 
FLOOR COVERINGS: Living room—carpet, 
Modern Texture Coast Carpet Corp. Bed- 
rooms—hardwood. Kitchen and bathrooms— 
linoleum. 

WALL COVERINGS: Living room and halls 
—redwood plywood, VU. S. Plywood Co. Bed- 
rooms—plaster and canvas. Bathrooms—tile. 
Gladding, McBean & Co. 

WOODWORK: Trim and cabinets—mahog- 
any. Doors—fiush, specially built. Garage 
doors—plywood, VU. S. Plywood Co. 
HARDWARE: By Druwhit Metal Products 
Co. and Schlage Lock Co. 

PAINTING: Walls and ceilings—Matthews 
Paint Co. Floors—Truscon Laboratories. 
Sash—vU. S. Bronze Co. 

ELECTRICAL INSTALLATION: Wiring 
system and switches—General Electric Co. 
KITCHEN EQUIPMENT: Range—Magic 
Chef, American Stove Co. Refrigerator— 
Electrolux, Servel, Inc. Sink—Crane Co. 
BATHROOM EQUIPMENT: All fixtures by 
Crane Co. Seat—C. F. Church Mfg. Co. 
PLUMBING: Hot and cold water pipes— 
galvanized iron, Crane Co. 

HEATING AND AIR- CONDITIONING: 
Forced air system with filter, Royal Air 
Condition Corp. Hot water heater—Crane Co. 




































































Julius Shulman Photos 
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«s, HOUSE IN ATLANTA, GA. w. MONTGOMERY ANDERSON, ARCHITECT 
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omponent parts of this house would seem to function very well. Again, one must 
irough the living room to get through the bedrooms, but this is frequently done in 
ith and Southwest. The porch at one end of the living room is well placed, although 
have a tendency to cut out some of the light from the living room. The exterior is 


teresting than the plan.” Cost: $7,500. 
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‘'TION—AGA COMPETITION 


W. B. HIERS, BUILDER 


CONSTRUCTION OUTLINE 


FOUNDATION: Integral waterproofed con- 
crete, Truscon Laboratories, Inc. 
STRUCTURE: Exterior walis—brick, | in. 
air space, Barrett Co. building paper, wood 
sheathing, wood studs, U. S. Gypsum Co. 
perforated rock lath and plaster. Floor con- 
struction—wood joists, sub-floor, oak strip 
finish flooring. 

ROOF: Covered with asphalt shingles over 
felt, Barrett Co. Deck—flat lock tin. 
CHIMNEY: Damper—Donley Bros. Fireplace 
facing—Alberene Stone Corp. 

SHEET METAL WORK: Galvanized iron 
throughout, American Rolling Mill Co. 
INSULATION: Outside walls and attic floor 
—2 in. glass wool, U. S. Gypsum Co. 
WINDOWS: Sash and screens—Curtis Cos. 
Glass—single strength, quality A, Libbey- 
Owens-Ford Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen—linoleum over pine. Bathrooms— 
ceramic tile, Olean Tile Co. 

WOODWORK: Trim and doors—Curtis Cos. 
Garage doors—Overhead Door Co. 
HARDWARE: By P. & F. Corbin. 
PAINTING: All paints by Pratt & Lambert 
except U. S. Gypsum Co. Texolite for ceil- 
ings. 

ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—General Electric Co. 
Fixtures—Capital Electric Co. 

KITCHEN EQUIPMENT: Range—George D. 
Roper Corp. Refrigerator—Electrolux, Servel, 
Inc. Sink and cabinets—Coppes, Inc. 
BATHROOM EQUIPMENT: All fixtures by 
Standard Sanitary Mfg. Co. Seat—C. F. 
Church Mfg. Co. Cabinets—F. H. Lawson Co. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper, Mueller Brass Co. 
Pump—Standard Sanitary Mfg. Co. 
HEATING AND AIR CONDITIONING: Fur- 
nace conditioner complete with supply and 
return ducts, humidifier, thermostat, filters 
and safety controls, American Gas Products 
Co. Grilles—independent Grille Co. Water 
heater—American Gas Products Co. Attic and 
kitchen fans—American Blower Co. 
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97. HOUSE IN PORTLAND, ORE. T. B. WINSHIP, DESIGNER AND BUILDER 











334 











Alfred A. Monner Photos 


CONSTRUCTION OUTLINE 


STRUCTURE: Oregon fir and cedar used 
throughout. Floor construction—Eastern oak. 
INSULATION: Walls—20 Ib. asbestos felt, 
Johns-Manville. Attic and basement party 
room—Celotex Panelboard, Celotex Corp. 
KITCHEN EQUIPMENT: Range—gas, Uni- 
versal, Cribben and Sexton Co. Refrigerator 
—Electrolux, Servel, Inc. 

LAUNDRY EQUIPMENT: Ironer—Simplex, 
American Ironing Mfg. Co. 

HEATING AND AIR CONDITIONING: 
Kleenair gas furnace, gas fired and air con- 
ditioned, Kleenair Furnace Co. Hot water 
heater—automatic, John Wood Mfg. Co. 
Radiant fire—General Gas Light Co. 
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MENTION—AGA COMPETIiTigy 


“Again designed for a special site, thj, 
plan functions rather well for a smaj 
house in which space will not allow , 
separate entrance hall. The exterior % 
simply handled. The same house on a figt 
area, which would eliminate the garage in 
the basement, would be more attraetiye 
although it must be admitted that taking 
care of the garage in the basement in 
this case allows the owner to solve one 
of his problems in a good way.” Selling 
price: $5,750. 
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ER 98. HOUSE IN LAKE BLUFF, ILL. PHILIP B. MAHER, ARCHITECT 


10K MENTION—AGA COMPETITION 
e, this 

smal] “The Jury was of the opinion that this 
llow a plan, again, was very well handled for 
lor js particular requirements. Ordinarily, a 
a flat house of this size would undoubtedly have 
age in a dining room, but the owner, no doubt, 
‘active preferred to have one large living-dining 
taking space, a point of view which is entirely 
‘nt in defensible. The exterior is interesting, al 
@ one though the band of windows and glass 
Selling 


block on the first floor front was undoubt 
edly arranged more for exterior effect than 
for interior function.” Cost: approxi 
mately $25,000. 

(For a complete presentation of this 
house see page 42, July issue, Arcu. 
Forum.) 


CONSTRUCTION OUTLINE 


FOUNDATION: Walls—poured concrete, 
continuous. Cellar floor—cement finish on re- 
enforced concrete, cinder fill. Waterproofing 
—R.1.W., Toch Bros. 

STRUCTURE: Exterior walis—brick veneer, 
select common brick painted, building paper, 
yellow pine sheathing, 2 x 4 in. studs, 16 in. 
0.c., rockwool insulation, rock lath, and 
plaster, U. S. Gypsum Co. Interior partitions 
—2 x 4 in. studs, 16 in. o.c., rock lath, 
plaster finish. Floor construction—2 x 10 in. 
joists, rough flooring paper, woodstrips, and 
finished oak flooring. 

ROOF: Flat deck—2 x 8 in. joists, 16 in. o.c., 
wood sheathing covered with tar and gravel; 
main roof 2 x 10 in. joists covered with 
same. 

INSULATION: Outside walls and roof—rock 
wool, U. S. Gypsum Co. 

WINDOWS: Sash—steel casements. Truscon 
Steel Co. Glass—double strength, quality A; 
glass blocks—Decora, Pittsburgh Glass Co. 
Screens—copper mesh, metal frame. 
FLOOR COVERINGS: Living room and bed- 
rooms—oak. Halls, kitchen and bathrooms— 
rubber tile, Wright Rubber Products Co. 
PAINTING: Interior: Walls, ceilings and 
sash—lead and oil. Floors—stain and wax. 
Exterior walls—2 coats Cabot’s white. 
ELECTRICAL INSTALLATION: Wiring 
system—white metal rigid conduit. Switches 
—toggle. 

KITCHEN EQUIPMENT: Range—gas, 
George D. Roper Corp. Refrigerator—Elec- 
trolux, Servel, Inc. Sink—Elkay Mfg. Co. 
Cabinets—steel, Elgin Stove & Oven Co. 
BATHROOM EQUIPMENT: All fixtures by 
Crane Co. 











Hedrich-Blessing Photos 
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99. HOUSE IN HARTSDALE, N. Y. BENSON ESCHENBACH, ARCHITECT 
“Z.: | Ne ERE: 












































WINTOUR HACKETT, BUILDER 


CONSTRUCTION OUTLINE 


FOUNDATION: Concrete block. Waterproof- 
ing—cement mortar and R.|I.W., Toch Bros. 
STRUCTURE: Exterior walls—stone veneer, 
studs, wire lath and plaster. 

ROOF: Covered with 30 Ib. felt and Bangor 
slate, Bangor Slate Co. Deck—covered with 
Traffic Top, Celotex Corp. 

CHIMNEY: Damper—H. W. Covert Co. 
INSULATION: Outs:de walls and attic floor 
—rock wool, Johns-Manville. Sound insula- 
t on—Cabot’s Quilt, Samuel Cabot, Inc. 
WINDOWS: Sash—double hung and Case- 
ment, Silentite, Curtis Cos. Glass—double 
strength, Libbey-Owens-Ford Glass Co. 
FLOOR COVERINGS: Eedrooms—carpet. 
Kitchen—linoleum. Bathrooms—tile, Frank- 
lin Tile Co. 

WALL COVERINGS: All rooms—wallipaper. 
Bathrooms—Salubra, Frederick Blank & Co. 
and Han-Tec, S:gfrid K. Lonegren. 
WOODWORK: Trim and doors—Curtis Cos. 
Garage doors—J. G. Wilson Corp. 
HARDWARE: By P. & F. Corbin. 
ELECTRICAL INSTALLATION: Switches— 
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Pass & Seymour. Fixtures—Whiffen Electric 
; Co. 
Tit MENTION—AGA COMPETITION KITCHEN EQUIPMENT: Range—Estate 
j 4 comin , ‘ — A ‘ Stove Co. Refrigerator—Electrolux, Servel, 
‘ Phe architect of this house solved a very difficult problem in a rather successful fashion. Inc. Cabinete—Elgin Stove & Oven Co 
: It is not easy to string a series of elements along a ridge without getting a monotonous Laundry Drier—Judelson Dryer Co. 
- a i , wn st ; b 
q exterior unless it is broken up to get a play of various forms. The Jury was of the opinion BATHROOM EQUIPMENT: All fixtures 
: aa : : ‘ : Standard Sanitary Mfg. Co. 
that there was perhaps a little too much difference in the character as well as in the forms PLUMBING: Hot and cold water pipes— 
of the three or more essential parts of the house. The plan itself would appear to function brass, Chase Brass & Copper Co. 
: . : , a HEATING AND AIR CONDITIONING: Bry: 
very well although, as can be expected in any attenuated plan, a good deal of area is co tot 
Wihe ri , ant conditioner, Bryant Heater Co. 0 
lost in hallways. 


water heater—Ruud Mfg. Co. 
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1600. HOUSE IN STILLWATER, OKLA. 4. RICHARD WILLIAMS, DESIGNER 





G. A. BIEBERDORF, BUILDER 
CONSTRUCTION OUTLINE 








STRUCTURE: Exterior walis—brick, spot 
footings, grade beam, 4 in. wood studs. 
Floors—sub-floor, No. 1 random oak. 
ROOF: Covered with Royal cedar shingles. 
Sai3 Deck—Cop-R-Loy, Wheeling Stee! Corp. 

el —— > 

l CHIMNEY: Damper—Majestic Co. 

f = eee INSULATION: Roof—rock wool, Eagle 


» ieee f tH fe d Picher Sales Co. 

P ba. <a ‘i : I TF WINDOWS: Sash—casement, Truscon Steel 

H+ in a) Co. Glass—Libbey-Owens-Ford Glass Co. 
BHKOROS! HARDWARE: By Sager Lock Co. and Stan- 

| — pane er ee ley Works. Garage doors—Frantz Mfg. Co. 
ELECTRICAL INSTALLATION: Wiring 
P| system—General Cable Corp. Switches—Gen- 

eral Electric Co. Fixtures—Lightolier Co. 
KITCHEN EQUIPMENT: Range—Standard 
Gas Equipment Corp. Refrigerator—Electro- 

; ’ lux, Servel, Inc. 

ER MENTION—AGA COMPETITION LAUNDRY EQUIPMENT: Sink—Standard 

‘Although the kitchen is relatively small for the area in the rest of the house, it is com- Sanitary Mfg. Co. Washing machine—Speed 

‘ . Fr -— — . . Queen, Barlow & Seelig Mfg. Co. 
= pact, and well placed in relation to the dining room. The living room is attractive and BATHROOM EQUIPMENT: Tub and lav- 
of - would appear to furnish rather well. The bedrooms, too, are well arranged and in good atory—Kohler Co. Toilet-—W. A. Case & Son 
Os. relation to the rest of the house. Mfg. Co. Cabinets—Hallensheid & McDonald. 
er, s ° ° , Heater—Dawson Mfg. Co. 

Ihe exterior has good character and would appear to be very much in character with HEATING AND AIR CONDITIONING: Sun- 
gor that part of the country in which it is located. The hip roof, with its overhanging eaves beam air conditioning unit, hot air heating, 
Fox Furnace Div., American Radiator Co. 
Grilles—U. S. Supply Co. Thermostat—Min- 
neapolis-Honeywell Regulator Co. Hot water 
oor heater—Day & Night Water Heater Co. 
ila- : 

















ee | 


which give additional shade, tends to enhance some of the esthetic value of a roof.” Cost: 
38 cents per cubic foot. 
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IO. HOUSE IN MENLO PARK, CAL. 
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JOHN EKIN DINWIDDIE, ARCHITE¢y 








MENTION—AGA COMPETITION 


“Although this house has an admirable 
plan, it failed to receive a higher award 
because of the exterior treatment. No 
doubt the author tried to overcome the 
boxlike appearance of the mass of the 
house by the exposed rafters and sup- 
porting posts, but the final effect is not 
entirely happy. A plan as good as this 
deserves a better exterior design, in the 
opinion of the Jury.” Cost: $7,450. 


HAROLD M. SMITH, BUILDER 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—redwood sid- 
ing, sheathing, Sisalkraft Co. paper, studs. 
ROOF: Covered with 5-ply asphalt and felt. 
CHIMNEY: Damper—Richardson Mfg. Co. 
INSULATION: Outside walis—asbestos 
sheets behind continuous convectors. Roof— 
aluminum foil, Reynolds Metal Co., Inc. Ceil- 
ing—lInsulite Co. 

WINDOWS: Sash—Whitco, Vincent Whitney 
Co. Glass—Pittsburgh Plate Glass Co. Screens 
—Rolscreen Co. 

WALL COVERINGS: Living room and halls 
—Philippine mahogany, U. S. Plywood Corp. 
Kitchen and bathrooms—Deccoplate on Ma- 
sonite backing, Lilley & Crowly. 
PAINTING: Interior paints by W. P. Fuller 
& Co. Exterior—stain, Samuel Cabot, Inc. 
KITCHEN EQUIPMENT: Range—Wedge- 
wood, James Graham Mfg. Co. Refrigerator 
—Electrolux, Servel, Inc. Sink and dish- 
washer—Standard Sanitary Mfg. Co. 
LAUNDRY EQUIPMENT: Washing machine 
and drier—Bendix Home Appliance, Inc. 
BATHROOM: All fixtures by Crane Co. Cab- 
inets—Hallensheid & McDonald. 
PLUMBING: Cold water pipes—wrought 
iron, A. M. Byers Co. Hot water p'!pes— 
Mueller Brass Co. 

HEATING AND AIR CONDITIONING Hot 
water, recirculating system. Radiators— 
American Radiator Co. Hot water heater— 
Scott Heating Co. 








